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PREFACE. 



Up to the present time there has been no book in the English 
language dealing at all comprehensively with the subject of Public 
Library Architecture. 

Though the present work does not pretend either to say the last 
word on the questions involved, or to deal exhaustively with every 
detail of this branch of architecture — indeed, for the reasons given in 
the first chapter, examples from other countries have been for the most 
part ignored — yet it is hoped that no essential matter has been 
omitted, and that the writer is contributing something to the literature 
of the subject which has hitherto been wanting. 

That the principles of their design cannot yjet, in the case of the 
public libraries of Great Britain, become stereotyped is vouched for 
by the fact that the science of their administration is in this country 
still, fortunately, in a state of development. Library architecture must 
necessarily follow along the same lines ; and this consideration has 
made it seem best, during the [ireparation of this book, to keep as 
far as possible in touch with the ideas of modern librarians. P'or the 
assistance they have so kindly given, I am very deeply indebted. 

To Mr James Duff Brown especially my most sincere thanks are 
due for the great amount of trouble he has taken ; for many valuable 
suggestions ; and for the help that he has given me generally and 
in reading my proofs. My sincere thanks are also due to Messrs 
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B. Carter, W. E. Doubleday, L. S. Jast, J. H. Quinn, D. G. Thompson, 
and others. 

For the rest, I am especially indebted to my father, Mr Basil 
Champneys, for much good advice and for reading the proofs : to Mr 
Mervyn O'Gorman, for his very kind and most valuable help in the 
article on artificial lighting ; to Mr R. F. Horton, for similar services 
in regard to heating and ventilation ; and to all those architects who 
have kindly allowed me to reproduce their designs and given me other 

assistance. 

AMIAN L. CHAMPNEYS. 

St Aldans, March 1907. 
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Chapter I. 



INTRODUCTORY AND GENERAL. 

For the architect the spread of the public library movement throughout 
Great Britain and Ireland has lately added yet another to those 
special branches of his art with which he is nowadays expected to 
be conversant. 

Nor, great as is the number of the library buildings which are 
already erected, is it likely that this field of architectural activity will 
have been exhausted within the immediate future, or that a knowledge 
of the principles of library design will become of less importance within 
the earlier half of the twentieth, than it has been in the latter part of 
the nineteenth century. 

Nor, again, can it be reasonably affirmed that these principles have 
as yet been generally recognised or finally established. Since the 
present legal constitution of public libraries allows of no general co- 
ordination, any actual codification such as has been imposed upon the 
principles of school architecture is in their case impossible. Indeed, it 
is to be hoped that this constitution, such is its inadequacy in essence 
and in detail, may not prove permanent, and that therefore any step of 
such finality, were this otherwise considered desirable, would be at 
present premature. 

Even within the limitations of the present system it is a fact that 
the existing examples of what a library building should not be are out 
of all proportion to those which are worthy to be followed. The greater 
number of the former are to be regarded as evidences of a necessary 
experimental process, while some are due to the vagaries of those local 
bodies upon whom the Public Libraries Acts now in force confer an 
irresponsible authority. It cannot, however, be denied that in many 
cases the architects are to blame, since they have sometimes wilfully 
sacrificed utilitarian to aesthetic considerations, and have only too often 
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2 PUBLIC LIBRARIES. 

displayed a complete iy^norance, or, what is worse, a very incomplete 
knowledge, of the special uses and requirements of this class of building. 

Such failures, whatever their real causes, are apt to be imputed 
without discrimination to the architectural profession ; and to this fact 
must be attributed the suggestion that librarians should dispense with 
the services of architects, and design their buildings for themselves. 

Certainly the administrative organisation must be the key to the 
design, and with this the librarians are alone qualified to deal. It has 
indeed been objected that even here the difference of opinion that 
exists among librarians makes it impossible to accept their authority as 
final. The points, however, upon which they differ are the exception 
rather than the rule, and by the very fact of being still subjects of 
discussion are brought into somewhat undue prominence ; nor can their 
existence in any wav establish the claim of architects, or of others, to 
be considered competent arbiters on (jucstions of library administration. 

At the same time a knowledge of the ultimate requirements in no 
way implies a mastery of the structural means by which these may be 
attained ; and that librarians are fitted by training or experience to deal 
with the latter is a ])roposition which no responsible man among them 
will for a moment defend, realisin<r that the amateur in architecture is 
no less of an anomaly than the amateur librarian would be. 

By all means let the librarian draught plans in order to develop 
his own ideas and afford suggestions to the architect, just as the latter 
may suggest modifications of the administrative system to meet the 
limitations of structural necessity ; but the proper sphere of the one 
must remain the determination of the ends, and of the other the 
invention of the means. 

The present work is intended primarily for the use of those who 
have either to ]3rcpare or to assess designs for library buildings ; but it 
is hoped that it will be found helpful to library committees and 
others who may he engaged in the preparation of instructions for the 
architect. 

In it no attempt is made to deal either with general principles of 
architecture* or with those of library organisation, except in so far as 
each is affected by the othc^r. 

Again, though it is hoped that the subsequent chapters may de- 
monstrates implicitly th(.' recjuirements of library buildings generally, 
only those arc lully considered that are constituted under the Acts 
relating to the; British Isles. Hven in those countries which have 
public libraries with a similar legal basis the detailed constitutions differ 
in so many particulars from those which obtain here that it is impos- 
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sible to treat them as in any way homogeneous, though some few 
foreign examples, more especially of American libraries, which may be 
useful to British architects and librarians are adduced. 

Moreover, in pursuance of the professed purpose of the book the 
history of the development of library planning will be ignored. The 
modern public library must be conducted on a principle essentially 
different from any of its predecessors. 

In order to attain a maximum of efficiency within the limitations 
of a penny rate it must aim, as has been aptly said,* at becoming a 
** workshop" rather than a ** museum." That is to say, indiscriminate 
book-collecting and book-preserving have no place in the organisation 
of a modern public library, and sentiment must be entirely sacrificed 
to utilitarian considerations. The librarian must aim at addinir to his 
library only such literature as will be of practical use, and must not 
hesitate to discard such books as are out of date. The amount of 
literature which is of permanent general value is comparatively small, 
and the ** lives " of nearly all scientific works, as of the majority of works 
of fiction, are of very few years' duration. It is not intended to imply 
that 'the question of selection and revision of stock is a simple one. 
This, however, is the business of the librarian, not of the architect. Its 
bearing, nevertheless, on the design is vital, since it makes it possible 
to fix a limit to the ultimate accommodation to be provided, and much 
modifies those considerations which are of such importance where the 
prospect of an indefinitely increasing stock must be remembered, but 
which have not infrequently imposed upon libraries a financial burden 
to which in their incipiency they have proved unequal. 

As to the general order in which the subject has been treated, this 
may at first sight appear somewhat paradoxical. The following con- 
siderations, however, which have been the cause will also, it is hoped, 
be the excuse for its adoption. 

As has been already said, the whole design of a library building 
must be the loi^ical outcome of its administrative oro^anisation, and 
therefore until the material, so to speak, with which this system has to 
deal is understood in detail, the conception of it as a whole must 
remain abstract and unconvincing. Consequently, in the subsequent 
chapters the fittings are first described, then the various rooms and 
spaces which contain them, and finally the complete library is shown 
as a worklncr oroanism. In other words, thoui^h it is not sui^ii^ested 
that an architect should construct the fittings and then build a library 
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round them, it is obvious that, unless he first knows what fittings each 
room is to contain and what rooms there are to be, he cannot form an 
idea of the requirements of the library in its entirety. As the fittings 
are consequent on the dimensions of the human body, so the rooms 
are dependent on the fittings, and the complete building on the rooms. 

No doubt many arguments might be employed in favour of the 
reverse order of sequence, and the real defence for the choice of the 
present method is that it is thought that the matter will be in this way 
made more practically comprehensible, and therefore more useful, to 
the architectural reader, without becoming less so to others. 
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Chapter II. 
MATERIALS AND CONSTRUCTION. 

Though a knowledge of the potentialities and limitations of various 
building materials, and a mastery of the principles of sound construction 
and of the means of lighting, heating, arid ventilating, form an essential 
part of the equipment of the library architect, they cannot be considered 
peculiar to this branch of the art, and will be dealt with only in so far 
as they affect or are affected by the special purpose and conditions of 
librarv buildino. 

It may, however, be well to point out here that public library 
buildings are, as a rule, intended to be of a specially permanent nature, 
and, on account of their official standing, are^ usually thought worth) 
of a certain dignity and substantiality, while further they come under 
the category of public buildings as regards regulations and bye-laws. 

The desirability of guarding as far as possible against the danger 
of fire is a consideration which to some extent affects the selection of 
materials. Absolutely fireproof construction, and the complete exclu- 
sion of combustible materials, would be, if not impossible owing to the 
cost, certainly impracticable for other reasons. It is obvious, however, 
that the risk from fire may be to a considerable extent reduced by 
various means, and these means will be dealt with under the sub- 
sequent headings. 

Finally, as has been already indicated, economy, not only in respect 
of first cost but in view of the future maintenance of the fabric, must be 
a constant consideration. 

Floors. — The chief requirements of the floors of library buildings 
are that they should be as far as possible incombustible, impervious to 
damp, noiseless, warm to the feet, and easily cleaned. 

Solid floors are generally to be preferred throughout the 
buildini^. 

In the case of floors immediately below book rooms, many 
authorities recommend that there .should be, if not a basement, at 
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any rate an air-space beneath, in order to ensure absolute freedom 
from damp. In any case the whole site should, of course, be covered 
with a solid layer of cement concrete. 

It has indeed be6n objected that the want of spring in solid floors 
renders their use tiring and injurious to the staff who have to stand and 
walk about on them for several hours at a time ; but it seems doubtful 
whether such an objection is sufficiently real to counterbalance the 
advantaoes. 

Wood-blocks, maple or oak rather than deal, are often recom- 
mended. They are warm and, except perhaps in those parts of the 
country where clogs are worn, sufficiently noiseless ; while they can be 
easily kept clean. 

It is important, if wood-block floors be used, that proper provision 
should be made where fittini^s are to be fixed to them. Barriers and 
similar fixtures when fastened to the blocks themselves are apt to 

loosen and pull them up. In such cases an 
oak sill, flush with the surface of the blocks, 
should be bedded in the concrete in order to 
afford a firm fixing (Fig. i). 

Another form of floor! nsr which has been 
used with advantage, and which is not only 
cheaper than wood-blocks, but in many ways 
preferable, is a floated cement surface on which 
is laid cork carpet, a material which is par- 
ticularly warm and noiseless, and is very easily 
cleaned. 
In rooms not used by the public, committee rooms and staff rooms 
for instance, special forms of flooring are not so necessary, and the same 
remark applies, to some extent, to lecture rooms, which are, of course, 
separated from the library rooms proper, and in which there is no 
continuous traffic. Moreover, for vestibules and corridors a more 
durable, and at the same time more ornate floorino-, is often thoucrht 
desirable, while warmth is a less important consideration. Marble 
or lile floors should not be used, since they are, if not too cold, 
certainly too noisy. Mosaic or some similar material is generally 
selected. 

Where mosaic is employed it is well to avoid sharp contrasts of 
black and white, as these are rather apt to show the dirt and thus give 
the floor a slovenly appearance. 

The plan sometimes recommended for hospitals and schools of 
making*" floors and walls meet in a curve instead of at an an<jle, in order 
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to facilitate cleaning, is one which might with advantage be adopted in 
the public rooms and corridors of libraries. 

The floors over public rooms should always be as far as possible 
sound-proof, and it is often desirable to make those over book stores 
waterproof Various methods of ensuring both of these ends have been 
adopted. As a general rule, however, floors constructed with cement 
concrete are sufficiently proof against sound, and, certainly where pitch 
or ** mastic," or better still asphalt, is used under wood-blocks, against 
damp also. 

The soffits should be plastered and covered with a really washable 
distemper, or, where electric light is used, they may be painted. 

Where floor coverings are necessary, carpets and fibrous matting 
of any sort must be avoided, since they harbour a large amount of dust. 
Linoleum, on the other hand, is rather cold and tirino- to the feet, and, 
further, since it is apt to wear into holes where there is much traffic, 
continual renewals tend to make its use expensive, more especially if it 
is laid over the entire room. Thick rubber matting laid in the gang- 
ways is to be strongly recommended, while cork carpet, which has 
already been mentioned, has many advantages. 

AATalls. — Not only external but internal walls should be constructed 
as far as possible of incombustible materials. Hollow external walls 
are, more especially in exposed positions, conducive in man\ \\a\ s not 
only to the comfort and convenience of readers and staff, luii to the 
welfare of the books. 

Where a library abuts against another building great care must be 
taken to prevent the penetration of sound, especially where the adjoining 
premises be used for any particularly noisy business. If possible a 
space of two or three inches at least should be left between the outer 
wall of the library and that of the building next to it, and this space 
may be packed with some such material as silicate. 

Partition walls, also, should be as far as possible sound-proof. 

The internal faces of all walls in public rooms and spaces should. 
except where fittings are to be fixed against them, be lined to a 
height of not less than 6 ft., and for preference 7 ft. 6 in., with a dado 
of some washable material, usuallv wood, tiles, or i>la/ed bricks. To 
some extent the tiles and glazed bricks are preferable, as being not 
only incombustible, but generally more sanitary ; while tiles have 
some advantages over bricks, the joints being closer and fewer. 
Wood, however, has certainly the advantage in appearance, and. in 
positions which do not expose it to a great deal of wear and tear, it 
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may be preferred to the more utilitarian but less comfortable tiles. 
Above the dado the walls should be plastered and coated with a 
washable paint or enamel.* All external angles in exposed positions 
should be rounded off, and, except where this would cause diflficulties 
with fittings, the same might be done with the internal angles, as has 
been recommended for the junction between floor and walls. 

Roofs. — The chief requirements of roofs are, of course, that they 
should exclude moisture, resist fire, and keep the building warm in the 
winter and cool in the summer. 

With regard to the first of these, not only must thoroughly water- 
proof coverings be used, but in this country, where heavy falls of snow 
and subsequent thaws have to be taken into account, long gutters 
should be avoided. 

As to safety from fire, where the building is so situated as to be 
liable to risks from conflagrations in adjoining premises, the covering 
should, of course, be incombustible. Frequently sparks and brands 
ignite the roof of a neighbouring building, and skylights are particularly 
dangerous in situations where such a contingency is possible. 

It must also be remembered, more particularly in regard to eaves, 
cornices, and barge-boards, that frequent painting involves a consider- 
able increase in the cost of maintenance, and consequently a large 
amount of woodwork in exposed positions should be avoided, not only 
on the ground of risk from fire, but on that of economy as well. 

With regard to the internal treatment of roofs, as a general rule 
an open roof over a public room increases the difficulty of maintaining 
an equable temperature, and is not infrequently disadvantageoiis in 
respect of lighting and ventilation, and flat ceilings are therefore usually 
preferable. 

Staircases. — The arrangements and dimensions of staircases in 
public libraries vary according to their position and use, and cannot 
therefore be dealt with in any general manner. It is. however, required 
by the London Building Act that "every staircase for the use of the 
public shall be supported and enclosed by brick walls not less than 
9. in. thick"; that "the treads of each flight of stairs shall be of 
uniform width"; and again that "no staircase, internal corridor, or 
passage-way for the use of the public shall he less than 4 ft. 6 in. wide." 
This width, however, may be reduced to 3 ft. 6 in. in cases where not 
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more than two hundred persons are to be accommodated. On the 
other hand, if the number of persons to be accommodated is more than 
four hundred, an additional 6 in. over and above the width of 4 ft. 6 in. 
is required for every additional hundred persons. The width, however, 
need never exceed 9 ft. If the staircase is 6 ft. wide or more, it must 
be divided by a central handrail. Two smaller staircases may be 
substituted, provided that each is at least two-thirds of the width 
prescribed for the single staircase, and provided also that neither is less 
than 3 ft. 6 in. wide. Similar rules apply to passages and corridors. 

With regard to materials it is, of course, of the greatest importance 
that all staircases should be fireproof. 

Most stones are liable to destruction under great heat, and this 
material is not therefore recommended. Stone steps also have the 
disadvantage of wearing down with use. 

Concrete stairs are a good substitute, but should be covered with 
lead or wooden treads which can be renewed 
when worn, and which deaden the noise. 

Granolithic, with lead dow^ells inserted 
to prevent slipping, may also be used, but its 
appearance is rather against it. 

In America iron stairs are very popular. 
These, too, should be fitted with lead or 

rubber treads. , p, ^^. ^y revolving door 

Were it not for the cost, perhaps the (uskd at Kingston and 

I'r rii iju TJ-.- r Wakefiki.o Publk Lib- 

best form 01 all would be a solid staircase of .. .«...m 

hard wood. 

Whatever material is used care must be taken that the nosings do 
not project too far over the risers, or there is a danger of tripping. 

Doors. — As with staircases, so the arrangement and dimensions 
of doors must vary according to the particular circumstances and 
conditions, though the regulations for public buildings generally require 
that they shall open outward, and shall have no outside locks or bolts. 

A few general considerations may, however, be noted : — 

External doors which are kept open except during the hours when 
the library is closed to the public should be substantially made, and, 
generally, without glazed panels. They are usually double, and should 
be so arranged that they can be fastened open. 

Inside these is usually an inner door or doors. Double swing- 
doors, or a revolving door (Fig. 2), which separates those entering 
from those leaving the building, and so prevents confusion, are 
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generally used in such a position. Revolving doors have the great 
advantage of excluding draughts, and incidentally of checking the influx 
of dust. 

Whatever form of door is used, it should be so made that it may 
be fastened open when desired for purposes of ventilation. 

Sometimes turnstiles are employed for registering the number of 
those who use the library. These have the disadvantage of being very 
noisy, and should never be used unless they can be so placed as not to 
cause disturbance to readers. 

Occasionally iron folding doors may be employed with advantage 
where a part of the building only is open at a time. 

For public rooms double swing doors are usually considered best, 
though in some cases, as will be shown later, wickets may take their 
place ; and sometimes, indeed, the entrances are left quite open.* 
Where this can be done without sacrificing the quiet and warmth of the 
rooms, or causing wastefulness in heating, it is often in many respects 
advantai^eous. 

All swing doors in the building should, of course, have glazed 
panels. Each flap should be provided with a handle on one side, 
and a finger-plate on the other. Check -springs are altogether un- 
desirable. 

The name of the room should be legibly printed above the door, 
on one of the rails or on the glass. 

Alternating swing doors, except where the opening is of necessity 
very narrow, should be avoided, as they are very liable to get out of 
order. 

Owing to the width usually required, care should be taken that- the 
openings are not of an unnecessary height or the weight of the flaps 
will be such as to lead to inconvenience, and perhaps to accidents. A 
height of 6 ft. 6 in. is sufficient, in nearly all cases, for the actual 
opening. 

Windows. — Throughout a library building a [)lentiful admission 
of da\li<>ht and fresh air is necessary. 

Except where! light is obtained mainly from the roof the question 
of aspect is an important one. 

While the direct rays of the sun are often sufficiendy powerful to 
become an inconxenicMicc to readers and a source of injury to books, 
yet such are their purifying properties, that their total exclusion is not 
recommended. 
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For this reason it is inadvisable that any of the rooms in a library, 
but more especially those to which the public are admitted, should be 
h'ghted exclusively from the north. 

A west aspect, on the other hand, which admits the almost hori- 
zontal rays of the sun at a time of day when public libraries are often 
much frequented, should be as far as possible avoided. 

Where possible, therefore, rooms should be liohted, partially at 
any rate, from the south or east. 

With an east aspect the sun is to a laroe extent off the windows 
before its rays have attained their full power, and generally before the 
library is much used ; while with a south aspect, the rays, at the time 
of year when their power is most considerable, fall at a steep angle and 
do not penetrate far into the room. 

Blinds, made of some material which does not retain a quantity of 
dust, should be provided for all windows except perhaps those facing 
east and north. 

They should generally, and with west aspects always, roll from 
the sill upwards. Indeed, it is often an advantage, especially with a 
south aspect, if two blinds are provided for each window, one rolling 
upwards, the other downwards, in order that the shade required in any 
part of the room at any particular moment may he secured with a 
minimum loss of light. 

The arranoement of the blinds in each instance must, however, 
depend to a large extent upon the shape and size of the particular 
room and the disposition of the furniture and fittings. 

Provided that due care is taken to regulate the admission of direct 
sunlight it is difficult to have too much window area in library rooms : 
for it must be remembered that the lii^htino* area should be sufficient to 
allow of readers seeing small print not only on bright but on cloudy 
days, and this in the least well lighted parts of the rooms. 

The relation of glass area to floor space in reading rooms must 
depend, of course, to a large extent upon surroundings and aspect, as 
well as on the relative positions of windows and fittings. The pro- 
portion should not, however, under the most favourable circum- 
stances, be less than one to six, and one to four should be secured if 
possible. 

The Mass should be as near the outer face of the wall and carried 
up as close to the ceiling as possible ; the openings l)eing for preference 
square-topped. In the case of the class-rooms of schools the minimum 
height of the windows above the desks in relation to the depth of the 
room has been given as being in the pro|)ortion of two to fi\e, and this 



12 PUBLIC LIBRARIES. 

rule, which may be safely applied to the readinjj rooms of libraries, 
should be remembered in determining the heights of rooms. 

The height of the sills is another important consideration. Fre- 
quently it is fixed by that of fittings placed under the windows. 
For example, where newspaper reading slopes are placed beneath 
the windows, a height of 6 ft. is necessary in order that the sills 
may clear the tops of the stands. An additional 6 in., or better 
still 12 in., is however desirable in order that readers may not have the 
light too directly in their eyes. Sometimes, too, bookcases are placed 
against the wall immediately under the windows, in which case the 
height of the sills will depend upon that of the cases, which need not, 
of course, necessarily be of full height. 

Where no such factor affects the height of the sills they should 
not, however, in the case of reading rooms at any rate, be lower than 
the height of the tables or desks, but generally slightly above these. 
A height of from 3 ft. 6 in. to 4 ft. or slightly more above the floor is 
usually satisfactory. Where such a height enables passers by to look 
into the building the lower panes may be fluted, stippled, or otherwise 
obscured. The raising of the sills solely in order to prevent those 
within from looking out is unnecessary; though in busy thoroughfares 
high sills are sometimes desirable for the purpose of ensuring quiet. 

Where the sills are high care must be taken that they do not cast 
shadows on the nearest desks or tables, and if necessary they must 
be splayed. Often, too, it is desirable, for the same reason, to bevel 
the jambs and muUions : indeed, heavy mullions and transoms should 
alwavs be avoided. 

In many libraries various forms of metal windows have been used, 
but generally wooden double-hung sashes, if well and strongly made 
and easy to work, are to be recommended. It is also found extremely 
useful for pur[X)ses of ventilation if a top section of these be made in 
the form of a hopper, opening inwards and fitted with cheeks. 

Generally speaking, as many windows as possible should be made 
to open, as there arr times when the admission of too much fresh air 
would be impossible : and it is essential that all the windows should be 
readily accessible for purposes of cleaning. 

Plate ''"lass in lan'c sheets is usually recommended for the windows 
of library buildings, hut its aesthetic disabilities iuid the expense of 
replacing it in case of a breakage may be considered sufficient reasons 
for its (exclusion. 

Wooden sash-bars are preferable in many ways to lead cames : 
they should not, however, be too heavy nor the squares too small. 
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Where rooms have to be lighted wholly or in part from narrow 
streets, wells, or areas, prismatic glass may be used with advantage. 

Vertical windows in the walls are, generally speaking, preferred to 
top-lights. They give more facilities for ventilation, are less liable to 
admit water and to cause down-draughts, while roof-lights often make 
the rooms uncomfortably hot on sunny days. Further, as has been 
pointed out, they sometimes increase the danger of fire from neighbour- 
ing buildings ; and in heavy rain or hail they are very noisy. On the 
other hand, not only is top-lighting often the only method available, 
but it is a fact that, where the disadvantages mentioned above can be 
circumvented, no light is more suitable for reading than that which 
comes from above. A top-light, too, has the not inconsiderable advan- 
tage of permitting almost any arrangement of the furniture in the 
rooms in which it is used. Consequently, many authorities strongly 
favour the use of top-lighting for reading rooms, and for workrooms 
requiring especially good lighting. 

Lantern lights are, where practicable, in many respects a more 
satisfactory form than sloping skylights. 

Where top-lights are used, great care must, of course, be taken, 
more especially in book rooms, to make them absolutely water-tight, 
and to provide proper condensation gutters and weeping-pipes. If 
they take the form of sloping skylights they. should be covered with 
galvanised iron wire guards outside. 

The down-draughts can be to some extent intercepted by means 
of ceiling lights. These should be frosted so that they will check and 
diffuse sunlight. They should be accessible for dusting, and the space 
above them should be well ventilated. 

It is, of course, very often desirable and even necessary to provide 
fanlights over the doors to assist the window lighting, and usually these 
should be made to open in order that through - draughts may be 
obtained. 

The diffusion of light may also be greatly assisted by the sub- 
stitution of glazed screens * for solid internal walls. 

A very important consideration connected with the question of 
liorhtino^ is the colourinir of the walls and ceilinos. The latter should, 
of course, be whitened, while for the walls, or at any rate for a tile or 
crlazed brick dado such as has been recommended, some shade of crreen 
or green grey is the least trying to the eyes and absorbs very little light. 
Woodwork in dados or fittings should not be darker than necessary. 
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Chapter III. 
INSTALLATIONS AND APPARATUS. 

Artificial Lighting. — As the majority of the users of public libraries 
are engaged in their own business affairs during most of the dayh"ghi 
hours, at any rate throughout the winter, good artificial h'ghtingr is of 
fundamental importance to the utility of the building. 

In country places where neither electricity nor coal gas can be 
obtained, petroleum lamps are the most obvious form of lighting. 
These should be of the *' regenerative " type, and of a pattern which 
does not cast a shadow immediately beneath it. 

Alcohol lamps with mantle burners are a second alternative. 

Acetylene gas, though requiring an installation of pipes and a 
couple of generators, gives a much stronger light than petroleum in 
proportion to the amount of heat and vitiation of the atmosphere. The 
great disadvantages of acetylene are, the overpow-ering smell which 
attends any escape, however slight : the difficulty of locating and there- 
fore of curing these very small leakages ; and the great amount of soot 
which may be deposited everywhere in the event of the minute holcfs of 
a burner getting partly choked and the gas burning on unobserved. 

When coal iX'^is is used it must be remembered that the noxious 
products, viz., carbonic, sulphuric, and sulphurous acids, and the dry 
heat from the ordinary type of burner are extremely injurious, not only 
to readers and staff, hut to the books. Fhe light, too. is very yellow, 
and, in most country places, the pressure very unsteady. It should 
never he us(f(l without proper globes to eliminate the fatiguing flicker 
due to draut^hts, and Lrovernors at each bunK.T to remove the effects ol 
the rises of pressure, such as flarino- and hissinir flames, and the hurninu 
of an excess of u^as with an actual diminution of lij^hl. In towns such 
rises of pressure i>(rnerallv occur about twice in twentv-four hours, and 
in country places more: irregularly. 

Incandtrscent t>as burners i>ive a much better liij^ht, because tlieir 
ilhnnination depends on the heating powers of the gas and not on what 
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used to be called its illuminating power, which is often poor. Such 
burners are therefore primarily most economical. Owing to the 
extreme fragility of the mantles, the pendants, unless the ceiling is 
entirely free from vibration, should be fitted with spiral springs. It is 
also recommended that there should be a contract with the makers or 
fitters for their maintenance and for the cleaning of the lamps. The 
inverted pattern is attractive by reason of its advantages, notably the 
absence of shadow, which gives a very satisfactory light for reading. 
It has, however, the disadvantage of *' burning back" under certain 
conditions of draughts. This burning back, when once it occurs, 
generally burns the lacquer off the fitting in question, and often so heats 
the metal work as to crack the glass or porcelain parts associated with it. 

For the general lio;htinor of rooms where coal ras is used, the 
** ventilatino' multiple incandescent" mantle burner of high power is 
desirable, since the products of combustion are carried away immedi- 
ately. This may be used with inverted reflectors (see Fig. 5, p. 19), a 
method which will be further discussed below. Its free use is some- 
what limited by the unsightliness of the long runs of large ventilating 
pipes, but in high positions these tubes easily pass unnoticed. 

On the whole, the best method of lighting a library is by electric 
light. In very large libraries this may be specially generated, and it has 
been found, in institutions where the demand for light is somewhat similar 
(in point of time of consumption) to that of a library, that town gas can 
be used in gas engines to produce electric light more cheaply as regards 
running expenses than by consuming the gas direct in gas burners. 

Where this is done, in order to use machinery of the smallest size 
compatible w ith efficient lighting, it is well to employ accumulators, and 
to charge these slowly throughout the day so that they are ready for 
the heavy demand which comes upon them each evening. In the 
absence of accumulators the plant must be large enough in engine 
lX)wer to cope with the maximum demand, engines must be duplicated 
to provide a complete stand-by against breakdown, and the large 
double plant so installed stands (like so much locked up and uninvested 
capital) idle throughout the long hours of the day. 

When current is bought by meter from a public supply company, 
it will be noted that the price charged per unit depends upon a certain 
sliding scale which varies in different localities. For example : — 

Current for Lighting . _ . - 6d. jDcr unit. 

Basement Lighting - - - 3d. „ 

Power Purposes - - - 2d. 

Heating Purposes - - - id. „ 
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The exact meaning of these terms is perhaps worth looking into. 
The lower rate for ** basement lighting" can generally, by negotiation 
with the supply company, be extended to include any lights placed in 
rooms which cannot obtain sufficient daylight at any time to allow 
artificial lighting to be dispensed with in daylight hours. Such lamps 
must, however, be wired to the special '* basement " meter, otherwise no 
reduction of charge can be obtained. Lights in dark parts of a base- 
ment all come under this category, and as it is to the supply company's 
interest to induce the user to employ electric light during the daylight 
hours, the company's officials will be ver)' willing to consider favour- 
ably a reasonable extension of the term ** basement " which may 
secure them from any introduction of coal gas to the **long hour" 
lamps. 

The low cost of basement lighting is a consideration which may 
often be with advantage taken into account in the disposal of book 
stores and such rooms as are little frequented, more especially where a 
library has to be planned on a site where the jx)ssibility of obtaining 
good window-lighting is limited. 

The still lower rate of 2d. per unit for power purjx)ses has caused 
some keen librarians to consider whether it would not pay them to take 
current for a motor which should itself drive a dynamo powerful enough 
to light the building through the intermediary of accumulators. The 
inducement to introduce this amplification is the difference in price 
between 6d. and 2d. per unit. 

It is just possible that if a small motor and dynamo were kept 
running day and night charging a battery of accumulators, the supply 
company might not only no^ object to, but actually welcome such a 
method of storing their product when cheap, and using it when dear. 
But whatever may be done in particular cases, the principle is one to 
which the supply company is sure to be strongly opposed, because it is 
so very liable to be abused. 

A grave abuse would be exemplified by the case of a librarian who 
might employ a motor and dynamo of the full size of his lighting 
demand a7id ivith no accumulators. Such a person would take his full 
load current at the ordinary lighting up hours of the town, and would 
not draw current when it is cheap, i.e., in the daylight hours and small 
hours of the morning. He would, however, be j)aying a cheap rate, 
and would he defrauding the company. This, at all events, is assuredly 
the view the company would take, and the matter is worth so much 
money to the company that there is little doubt the question would be 
fought at law, and, if need be, taken to the Court of Appeal. Evcmi if 
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the united supply companies failed on appeal, an Act of Parliament 
would be sure to put them right eventually, so that the purchaser of 
the motor-dynamo combination would have paid dearly for his experi- 
ment in economy. 

The tempting price of id. per unit for heating, good as it is, is too 
expensive for the warming of large rooms, or even small rooms which 
are so used as to require any appreciable amount of ventilation. A 
small radiator under a knee-hole desk taking current at the rate of 
about a halfpenny per hour may, however, be a very valuable, comfort- 
able and not unduly expensive appliance for the use of favoured 
individuals — the chief librarian, for example. 

The advantages of the electric light are that it heats the air only 
to a very slight degree, 
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and vitiates it not at all ; 
while the danger of fire, 
if a proper sub-fuseboard 
system is employed and 
properly carried out, is 
less than with any other 
method. The extra cost 
is to a ofreat extent bal- 
anced by the resultant 
economy in depreciation 
of leather and cloth bind- 
ings, in cleaning, sick- 
leave, insurance, and re- 
decoration. 

Whatever form of 
lighting is adopted the 

choice of the power and the disposition of the lamps will largely deter- 
mine both the comfort and economy in use. The positions should, of 
course, be determined by the disposition of the furniture and fittings, 
and not primarily by considerations of symmetry or architectural effect. 
^^For library reading, more especially where readers may wish to 
take notes or make copies, the strongest light should, as far as possible, 
come to each individual over his left shoulder. At the same time, 
it is most important that the whole room should be well lighted, since 
isolated points of light in a dark room are very trying to most people.-, 
owing to the dilatation and contraction of the pupil which takes place 
each time the eyes may glance up from the well-illumined paper to the 
dark surroundings and back to the paper again. 

B 



3. Standard Lamp on Reading Table, showing 
Arrangement of Wires. 



i8 



PUBLIC LIBRARIES. 



When the height of the room is not very great lamps about 8 ft. 
or 8 ft. 6 in. above the floor are recommended. Where the ceiling is 
high it is usually best to provide lighting on two levels, viz. — (a) below : 
frequent small standard lamps with proper shades at a height of 2 or 
3 ft. above the tops of the tables or desks (Fig. 3), or **rise and fall" 
pendants (Fig. 4, a), or pendants with cord shorteners (Fig. 4, b) ; and 
(^) in the upper part of the hall : a few arc lamps of the " Union " or 
other similar type at such a height as to secure a good diffusion of light 
over the whole room from the ceiling and walls. As has already been 
indicated, the light obtained from inverted reflectors (Fig. 5) is very 
desirable in large reading rooms, and, where the extra expense can be 
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A — Rise and Fall Pendant. B — Pendant with Cord Shortener. 
C — Pendant arranged to suit Altered Position of Tables. 



faced, these are strongly to be recommended. A flat white ceiling and 
a liofht-coloured cornice and frieze arc, of course, a ^reat assistance to 
such crencral liohtin<>*. 

Whether pendants or standards are preferable for the lower lights 
is a matter for individual preference. Certainly pendants have the 
advantaoe of leavini>' the whole of the table surface free, and if the 
somewhat unsightly appearance of the flexibles which suspend them is 
ignored they can be fastened in different positions if a rearrangement 
of the tables is desired (Fig. 4, c). 

It must, of course, be remembered that the area of the retina 
affected by the tine filament of the electric lamps is very small, and the 
intensity therefore great, so that, where the filament can be seen. 
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diffusion should be assisted by the provision of suitable globes and 
shades, while the lamps must not be of too low a power, nor too widely 
distributed. For reading lamps 12 -in. opal and green or double shades 
are recommended. 

Lamp bulbs which have been frosted have the effect of giving a 
much larger luminous area than the plain filament, but they waste 
about 25 per cent, of the light in so doing. Tantalum lamps, owing to 
the very great length of the filament, give an impression of a large 
luminous area, and are exceedingly economical in current. Their 
drawback is their cost of 3s. as against is. for ordinary carbon filament 
lamps. When, however, current is expensive and the voltage under 
1 20 volts, the net gain is considerable. 

If frosted lamps are used at all, the lower part, i.e., the part which 
meets the eye, should alone be so treated. Half-frosted lamps are now 
commonly in the market. 

Holophane globes are economical for use in corridors and passages, 
but should not be used for 
the reading tables. 

With regard to the 
distribution of the lights, 
1 6 candle - power lamps 
should be so arranged 
that no reader will be 
more than 6 ft. distant 5- Inverted Reflector used with Arc Lamp. 
from the nearest. 

Where standard reading lamps are provided on the tables they 
are usually connected with sunk floor plugs placed close to one leg of 
each table ; an alternative which allows of tables being moved about on 
a limited radius is shown in Fig. 3. This plan allows easy control of 
the switch plug, and removes the plug from the danger of being wetted 
when the floor is washed. 

The wires are either twisted round the table legs, or taken up in 
grooves. 

The chief objection to floor plugs is that they are apt to fix too 
rigidly the positions of the tables, and render any rearrangement 
of the furniture difficult. It would seem, however, that, provided the 
flexible wires do not cross the gangways, but lie under the tables only, 
there would be no great objection to their lying loose on the floor. In 
case this were to cause difficulty in respect of insurance a large-sized 
wall plug could be fixed in the floor under a cupped and screwed or 
hinged board. 
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Newspaper reading slopes may either be lighted by pendants or 
by brackets fixed to the slopes themselves (see Figs. 6i and 62). 

For bookcases tilting pendants with 
reflectors (Fig. 6) are recommended. 

In book stacks, where there is only 

just head-room between the decks, small 

bulbs at frequent intervals are fixed to 

the soffit of each deck. Perhaps a 

better fitting would be a " rise and fall " 

pendant with a protected lamp hooked 

to a taut phosphor bronze wire along 

ffT/ im,,,,,,,., which it can be pulled backwards or 

/i?' forwards as desired. These wires 

•'"^ would, of course, be close to the soffit 

of each deck, running lengthwise along 

the gangways between the bookcases 

(Fig. 7). 

Hand bulbs are never satisfactory. 
The arrangement of the switches in 
a library building is important. Where 
rooms are provided with lights at two 
levels as recommended above, the most 
economical arrangement is that by which 
each of the lower lights over any particular table or desk is governed 
either by a switch lamp-holder or a wall-switch conveniently placed 
near the table in ques- 
tion, in addition to 
those wall - switches 
which control groups 
of lamps. 

In barrier lend- 
ing libraries the lamps 
lighting the bookca.ses 
should also be sepa- 
rately governed, the 
switches being often 
placed on the ends of 
the cases. 

In open shelf lending libraries all the lights are usually kept on 
during the hours it is open, though in this and all other rooms of any 
size it is always best to have one; or two lights wliich can be turned on 
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separately for purposes of cleaning. Where there are two doors to the 
room, these may be controlled by two-way switches, so that from 
whichever door the room be entered the light can be turned on and the 
same light turned off, on leaving, at the other door. 

An ingenious arrangement of switches for stacks with glazed or 
perforated decks is one which allows the light immediately above or 
below to be turned on from a convenient point in any story, so that 
the light on the top or bottom shelves of that story can be supple- 
mented as desired. This is 
effected by two-way switches 
and ** intermediate " switches 
and three-switch wires (Fig. 8). 

Although where gas is 
used the taps should be so 
arranged that they cannot be 
turned off or on except by the 
staff, in the case of electric 
switches it is usually preferable 
to avoid the troublesome use 
of removable keys (which gene- 
rally results in a waste of 
light) by placing all switches 
in conspicuous positions about 
6 ft. 6 in. above the floor, 
where any interference can be 
easily seen by those in charge. 
Standard lamps, where used, 
are either provided with sepa- 
rate switches or each is con- 
trolled from its own wall plug 
as in Fig. 3. 
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In large libraries a few 
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petroleum, or better still colza, 

safety lamps should be kept lighted, in corridors and staircases particu- 
larly, to prevent absolute darkness in case of a failure of the regular 
system from fire or any other cause. 

Ventilation. — Thouo^h thorou^rh ventilation is essential to the 
welfare of readers, staff, and books, the atmosphere of public libraries 
in general, and of newspaper reading rooms in particular, has become 
a proverb, and will in all probability continue in this evil notoriety so 
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long as the news-room continues to afford a free and agreeable shelter 
to the unwashed. 

The essential condition of fresh air is space; but even if the 
limited incomes of our public libraries allowed of a liberal space 
being provided for every serious reader, they could hardly cope with 
the crowds of malodorous idlers who are only too ready to occupy the 
chairs and detain the papers in the reading rooms. Consequently, 
until these can be kept outside, the ventilating engineer cannot hope 
to do more than lessen the evil. 

This evil is certainly much aggravated by packing the greatest 
possible number of seats into the smallest possible space ; but on the 
other hand it cannot be recommended that the uncleanliness of unclean 
individuals should be taken into the calculation, a course which would 
necessitate the provision of areas similar to those required in hospitals. 

The remedy is rather to exclude as far as possible the undesirables, 
and to allow a reasonably liberal spacing. 

From 1 6 to i8 sq. ft. per reader is a usual allowance, but the 
latter ficrure oueht to be reofarded as the minimum. Indeed 20 or even 
24 sq. ft. cannot be considered wasteful. 

The height of the rooms is, of course, an important consideration 
in connection with this question. It is generally agreed that, as far as 
the needs of ventilation are concerned, a height of 13 or 14 ft. is 
sufficient, though of course in very large rooms a lofty ceiling is often 
required for the sake of appearance or in order to give the necessary 
height for the windows. Generally from 14 ft. to 16 ft. for large, and 
from 10 ft. to 12 ft. for small rooms is recommended. 

Where a roof is ceiled at the collar, the heights should be calcu- 
lated to give the same cubic capacity as if the room had a flat ceiling 
of such a height as that above indicated. 

Liberality in respect of space and freedom from obstruction are, 
however, only necessary conditions of and not substitutes for actual 
ventilation. 

Open windows arc, of course, the most effective means, and, as has 
been recommended above, as many windows as possible should be 
made to open, while throuj^h-draughts should be secured where possible 
by means of fanlights. 

In cold or inclement weather some system of artificial ventilation 
becomes necessarv. 

Unfortunately althoucrh this item should receive careful attention 
and the fullest scope should be given for securing a well-designed 
system, the authorities are generally most anxious to curtail as far as 
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possible the expenditure in this direction. Consequently it is only 
too often that a makeshift system is adopted with a fervent hope 
that it will pass muster and that no complaints will be made by 
the subsequent occupants of the building. Engineers are, however, 
moving in the right direction, and the authorities are realising that 
this subject demands the fullest consideration. 

It is now generally taken for granted that during cold weather the 
ventilating installation must be worked in conjunction with the heating. 
With radiators or pipes placed round the rooms below windows, and 
next outer walls, it is often somewhat difficult in large rooms to change 
the air in the central parts, more especially as in many cases such 
fixtures as newspaper slopes and double bookcases serve to check the 
air currents even where the air is forced by means of a fan or blower 
from one ventilator and exhausted by another. 

Wherever possible, when large rooms are to be warmed and 
ventilated, it is an advantage to have one or more radiators fixed in the 
middle of the room as well as round the outer walls, and ducts should 
be formed in the floors to convey the air from the outside to the 
radiators. These will greatly assist in keeping the air throughout in 
motion. 

Tobin tubes are no doubt of some use, especially during the 
summer, for introducing fresh air into the rooms, more particularly if 
the windows will not permit of a good through-draught, but they are 
generally considered rather objectionable during the winter by those 
sitting in close proximity to them. 

Generally speaking, the conditions and requirements of a library 
in respect of artificial ventilation do not differ materially from those of 
other public buildings which are at times full of people. Consequently 
there is no need to discuss the many rival systems, for whichever of 
these is ultimately proved most efficient, will be the most suitable for a 
public library. 

Care must, of course, be taken that the inlets are sufficient in 
proportion to the outlets, and that the former are so placed that the 
incoming air is warmed by radiators or pipes, both of which precautions 
have in some instances been notably neglected. In some cases, indeed. 
it has been found necessary to filter and wash the air before it enters 
the building, but this is seldom required in the case of municipal 
libraries. 

Finally, whatever system is adopted, it should be calculated to give 
a change of air in all rooms not less than three to four times an hour, 
and in the averaijfe news-room a chan<j^e six times in the hour would not 



24 PUBLIC LIBRARIES. 

be too much when the situation of the library is one where the air is 
especially impure or where uncleanly persons are admitted to the 
rooms. In such a case the use of the Plenum system would probably 
be advantageous, even if the other rooms were ventilated on some 
different principle. 

There are, of course, many different types of extractors for 
removing the vitiated air, and when the building is well situated in 
country towns, and not surrounded by higher buildings, no doubt the 
automatic ventilators are suitable, but where the opposite is the case, 
mechanical or electrical extractors are certainly the best. 

It is, of course, desirable to arrange the exhaust fans where they 
cannot be tampered with by the public, but are easy of access for the 
attendant. They must be absolutely noiseless, if connected by ducts 
to the various rooms, and must be protected from the weather. 

A small ventilating fan such as is often seen fixed in a window is 
of very little use unless protected in some way from the direct force of 
the wind. Often this is of sufficient power not only to stop the fan 
entirely, but to reverse its running, making it an intake instead of an 
exhaust fan. 

Wherever possible, flues should be built in the walls and carried 
up to the roof space, where the fan or other apparatus for exhausting 
the air should be fixed, and a turret or gablet formed through which the 
air can be discharo^ed. 

Heating. — It is important, in order to prevent discomfort from 
cold, during the winter months particularly, that public libraries should 
be provided with some system of artificial warming. In this country a 
temperature of from 60 to 62 degrees Fahr. is most suitable in the 
rooms ; while for corridors, vestibules, and lavatories 56 degrees Fahr. 
may be considered sufficient. 

It is most important, not only for readers and staff, but also for the 
hooks, that the heat should be well distributed. 

The ordinary open fires* should be avoided not only in the neigh- 
bourhood of l)ooks, but in all public rooms ; though they may be used 
in a librarian's room or committee room. The disadvantages of open 
fires arc the unequal distribution of heat, and consequent wastefulness ; 
the dust and noise which accompany the carrying to and fro of fuel and 



* Open grates are much used in American libraries with wood fires, but they are, of 
course, intended chiefly for ornament, and at most are merely supplementary to an 
independent system of heating. 
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ashes ; the time and labour spent in attendance ; and lastly, their 
attraction for idlers. 

Stoves, generally speaking, overheat the air and are injurious to 
books, but as they are very economical and free from most of the 
disadvantatres of open fires they are often used in librarian's, committee, 
and staff rooms. Electric radiators are too expensive for use except to 
a very limited extent (see page 17). 

Owing to the humid atmosphere of our English climate, heating 
by means of steam and hot air appliances is not very suitable unless 
great care is taken to distribute the heating surface or hot air inlets 
over as large an area as possible, and so reduce the temperature as well 
as the velocity of the air currents. When confined to small areas the 
high temjjerature and velo- 
city are \ery objectionable 
and deleterious to books. 

Particles of dust are 
attracted, carried along, and 
deposited on the nearest cold 
surface, while the absorbing 
power of the heated air dries 
the bindings of the books, 
and causes them to crack 
and crumble aw:i)'. 

High-pressure hot water 
also has the great disadvan- 
tage of the danger of bursts 
from obstructions in the small 
pipes, which are particularly 
subject to the attacks of frost. 

On the whole, low-pressure hot water is the most economical, safe, 
and easily regulated system. 

Distributing pipes should be carried in troughs covered in and 
packed. 

No pipes or radiators should be placed near books. Occasionally 
it is impossible to avoid carrying pipes under the shelving, and when 
this is done they should always be covered by a slate slab, while there 
should be a board below the books projecting in front of the face of the 
shelving (Fig. 9). 

Pipes distribute the heat somewhat more impartially than radiators 
and arc cheaper, but the position of the fittings often renders their use 
imix).ssible. Where they are adopted they should never be carried 




Arrangement of Heating Pipi 
carried under shelving. 
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under gratings in the floor. By such an arrangement a large pro- 
portion of their heat is wasted, they are inaccessible for cleaning, 
and send up air-currents charged with dust. The proper method is to 
carry them on brackets round the walls so that they may be wiped 
every day with a wet cloth. They must, of course, be painted or 
enamelled or this process will cause them to rust. 

Radiators are, as has been indicated, generally, and particularly in 
book rooms, more practicable than pipes. Their distribution should be 
carefully considered in relation to fittings and furniture, and to the 
system of ventilation : that is to say, they should not be placed where 
their heat will be injurious to books or uncomfortable for readers or 
attendants ; while they should, where possible, be near doors and 
windows, and connected with the fresh air inlets. 

Whether pipes or radiators be used, every facility must be given 
for regulating the temperature, more especially in the case of stacks 
with open decks, which are usually heated by radiators at the lowest 
level, and where the danger of overheating the books in the topmost 
tier is considerable. Automatic control by means of thermostatic 
valves is a crreat convenience where the funds are sufficient to meet 
the cost. 

Thermometers should be fixed in each room. 

The boiler, except in large buildings, should be a simple one, 
requiring only intermittent attention. 

An automatic damper regulation for controlling the consumption 
of fuel is recommended for institutions of any considerable size. 

The requirements of heating chambers and fuel stores will be 
considered below (Chapter XL). 

Fire-Prevention. — Notwithstanding the fact that books do not 
burn easily, so much damage and destruction has in the past resulted 
from the collapse of burning libraries that the need of precautions 
against fire has been much emphasised. 

As regards construction and materials, the absolute fireproofing of 
the building would, as has been indicated, involve an outlay usually 
beyond the limit of the funds available, and consequently the library 
architect must aim rather at the elimination of all highly inflammable 
materials from the fabric generally, and from such structural parts as 
floors, walls, roofs, and staircases in particular. 

In the main, however, safety from fire is to be sought, on the one 
hand in the selection of the site, on the other in the dis[>osition of the 
building itself. These questions will be more fully treated in a subsc- 
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quent chapter, but a few considerations affecting the matter may be 
dealt with here. 

It is sometimes, especially in towns, impossible to obtain a site 
sufficiently detached from such buildings as are liable to originate a 
conflagration. In such cases the roof, more particularly if there be 
skylights in it, is usually the most vulnerable part, and should be 
especially protected. For this purpose drenchers may be recom- 
mended, though an additional precaution may be taken by usinor 
fire-resisting glass. 

Where, on the other hand, immunity from dangerous neighbours 
can be secured, this sometimes involves an isolation which renders the 
building subject to risks from lightning. In such cases the provision 
and maintenance of an adequate and carefully planned system of 
conductors is important. Where a large amount of iron construction 
is used within the building, a steel book stack for instance, an external 
conductor would, of course, be useless. In such cases the steel con- 
struction itself should be utilised for this purpose, being connected 
in a suitable manner on the one hand with the terminals, on the other 
with ground-wires and earth-plates. 

With regard to the disposition of the building, it is sometimes 
possible, especially in large libraries, to detach from the rest such 
departments as are most likely to originate a fire : for example, a 
heating-chamber or caretaker s residence ; or else to isolate to some 
extent those parts in which the books are stored, an arrangement 
which, as has been said, will be further discussed below. As a rule. 
however, so long as a slow-burning construction is ensured, such a 
measure may be considered unnecessary, as may the provision of 
double fireproof doors, by means of which the book stores can be 
entirely shut off from the rest of the building. 

In the average public library it is sufficient to provide a fireproof 
strong-room, or even a safe, in which records and possibly books of 
exceptional value may be kept ; though it is sometimes recommended 
that all records and duplicate accession catalogues should he kept 
elsewhere. 

Some sort of fire-extinguishing apparatus should, however, always 
be provided. Fire-hydrants and other appliances are often fitted up in 
libraries, but the opinion of most librarians would seem to be in favour 
of the ordinary fire-buckets, for preference those with rounded bottoms. 

Indeed, when, as should always be the case, the staff is regularly 
drilled, buckets are scarcely less efficacious than the more complex 
devices, and cannot get out of order. 
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A plentiful supply of water both within the building and without 
should, of course, be available ; and safety lamps should, as has been 
said, be provided in large institutions. 

\Arater Supply. — A consideration somewhat closely connected 
with the prevention and extinction of fire is that of the supply of water. 
Besides the supply necessary in case of fire, water is required 
on each floor for cleaning. It must be remembered that water 
is hardly less injurious to books than fire, and therefore the greatest 
care must be taken that all water brought into the building shall be 
prevented from reaching the books in case of a leakage. The most 
frequent cause of such leakages is frost, and the pipes should conse- 
quently be well packed, and where possible so arranged that they can 
be emptied for the night at the bottom of the building. Sometimes, as 
a safeguard against this danger of leakages, the horizontal pipes are 
carried along in conduits lined with lead, and so arranged as to carry 
off immediately any water which may escape ; while in some cases 
special waterproof floorings have been provided. 

Telephones and Speaking - Tubes. — When possible ever)' 

public library should be connected by telephone with the municipal offices, 
and each branch with its central. The central should also be con- 
nected with the exchange, unless a wire to the switch-board of the 
municipal offices is sufficient, in which case a great economy * can 
be effected. For communication between the different departments 
of the building speaking-tubes are generally perhaps to be preferred 
as simpler and less liable to disorders; though where these have- been 
omitted in the first instance it is usually easier subsequently to instal 
the telephone. Moreover in very large libraries the telephone has the 
advantage that by means of a central switch-board a complete inter- 
communication can be easily established such as would involve a large 
number of independent speaking-tubes. 

Lifts. — Small quick-running lifts are often needed in public 
libraries for conveying books from one Hoor to another. 

For these electro-motors are strongly recommended, particularly 
when used in connection with reading rooms, as they are noiseless and 
can be placed in odd corners out of the way. 

The cages should be lined with leather or indiarubber to protect 

* Mr J. Duff Brown says that the cost is about one-fourth that of the regular 
exchange service. "Manual of Library Economy/' i^ 169. 
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bindings, and a small clip for carrying paper slips with messages or 
applications is sometimes attached. 

Where there is an unpacking room, unless this is on the entrance 
level, it is a good thing to provide a lift capable of carrying heavy cases 
of books. 

Passenger lifts may be required in very large libraries where the 
public accommodation is on more than one floor. Where a large 
reading room is placed at a high level such lifts are most necessary. 
They may also be used with advantage in high book stacks. 
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Chapter IV. 
SHELVING AND ACCESSORIES. 

Materials. — Though steel has to some extent taken its place, wooc 
is still, in this country at any rate, the material most frequently usee 
in the construction of bookcases. 

Oak, walnut, and mahogany are generally considered thte ihos 
satisfactory woods for the purpose. Teak has many disadvantages. 

On the whole the best alike for aesthetic and utilitarian reasons, « 
oak. Owing to the cost, however, the use of oak is generally confinec 
to such shelving as is within sight of the public ; and even then tht 
less exposed parts of the cases are often made of a different wood. 

As a substitute for oak in the less visible parts of tlje cases 
Archangel yellow deal is recommended. 

The treatment of the woodwork of bookcases, and indeed of all 
wooden fittings in public rooms, is a somewhat difficult matter, one ir 
which art and utility are apt to come into collision. 

Everything in a public library is exposed to a good deal of weai 
and tear, and consequendy paint or varnish within reach of the ground 
must be avoided. 

On the other hand, unless the woodwork is treated in some way 
it soon shows the dirt to a very objectionable degree ; while scouring 
with soap and water brings out the grain and produces a rough surface. 
More especially must this be avoided in the case of wooden shelves, 
where the roughness caused by such scouring is very injurious to tht 
bindini^s of books. 

Probably the most satisfactory method of treating oak is to fume 
it to a fairly dark tint which will not readily show dirt, and then t( 
wax it. 

This treatnieni, howex cr, disguises merely and does not abolish the 
evil. The dirt is there, thouirh it is not an evesore ; and manv 
conscientious librarians insist upon highly glazed F^rench-polishing, a 
treatment which, however, has the disadvantai^fe of showinir distinctly 
the slightest bruise on the surface. 
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Even where French -polishinjf is used, the oak should be previously 
stained, or treated with a dark " filler." 

As to the shelves themselves, various substitutes for wood have 
been tried. Glass, though difficult to fix. has been used with advantage, 
and steel shelves * are now made which are very satisfactory. 




[o. Wooden Bookcasks at SiiRtwsBt'R' 



Bookcases. 

The bookcases generally used in public libraries are of two forms, 
single wall-cases and double Hoor-cases, the former beinjjj placed against 
a wall with shelves facing one way only, the latter standing inde- 
pendently with shelves 011 either side. 

One very essential quality of bookcases is rigidity. Unless, 
however, the shelves are fixed, this cannot, with an entirely wooden 
construction, be sufficiently secured except by means of a solid pjirtition 
(Fig. 10) at the backs of the shelves. 

* Sec [wyc 33. 
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Such a partition has many di.sadvantages. It adds considerably to 
the difficulty of thoroughly dusting the shelves : interferes with the 
circulation of air behind the books (indeed, where floor-cases are used, 
it materially affects the diffusion of light and air in the room generally): 
and further makes it easy for books to get hidden accidentally or other- 
wise at the backs of the shelves. 

One fixed shelf about 3 ft. above the floor gives a fair degree of 
rigidity, but certainly where steps and handles are attached to the 
cases this is not sufficient. 
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II. Section and Elfa'ation of Wooden Bookcase with Steel Stays 

IN PLACE OF Wooden Partition. 



The better plan is to use steel stays or braces (Fig. 1 1). 

Where this is done, screens of wire-netting should be fi.xed at the 
backs of the sheK (^s 10 prevent books from being pushed in too far. 

A small air space should always be left between a wall-case and 
the wall. 

1 he u[)riohts of wnoden bookcases are generally i^ in. finished. 
They should never he |)lace*d more than 3 ft. apart, and 2 ft. 9 in. is 
better. Otherwise the shelves, which are usually |- in. finished, are apt 
to sao- when filled with hooks. 

Shelves should never l)e made with square edges in front where 
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these are likely to damage the books. Circular sections, however, 
cause difficulty when it is desired to affix labels to the fronts of the 
shelves. 

The edges of both shelves and uprights should, however, be 
slightly rounded {Fig. 12, a). 

A very useful section is one which affords fixing for labels between 



Steel shelves, also, are made with the upper 




two beads (Fig. 12, 
edge rounded {Fig. 
13, a), and a very 
good form {Fig. 13, b) 
is sometimes used 
which, by means of a 
double bend, gives suf- 
ficient rigidity for a 
3-ft, bearing with a 
thickness of ^ in., thus 
economising ^ In. for 
every tier of shelves. 

In some American libraries very excellent open steel shelves are 
used, but theircost is very considerable. 

In order to protect the lowest tier of books in a case from dust 
and injury generally, a plinth {see Figs. 10 and 11) should be provided 
to raise them above the floor. This should under no circumstances be 
less than 2^ in. high ; and generally 4 in. should be regarded as the 
minimum. 



Sf.ctions of Wooden Shelves. 





13. Sections ok Steel Shelves. 



A dust-board at the top of the case is also necessary to protect the 
books on the top shelf {.see I*"ig. 1 1). This is sometimes sloped (see 
Fig. 10) so that the surfaces arc visible and accumulated dust cannot 
escape notice. It is, however, doubtful whether the redistributed dust 
which is the chief product of the cleaner is not more objectionable than 
dust resting harmlessly out of sight on the top of the cases. 

The height of bookcases is a very important matter. Generally it 
should not be greater than will allow the books on the top shelf to be 
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reached from ihe floor; that . is" to " say, the top of ■ the highest shelf 
should not be greatly in excess of 7 ft. above the floor." 

At the same time, it is important, in order to economise space, to 
provide as many shelves as possible within'such a height. 

In a classified library small volumes 'and large will have to be 
placed side by side on the same shelf, but qUartos and all exceptionally 
large or oddly shaped volumes are generally located elsewhere, and 

represented in the classi- 
fied shelves by wooden 
dummies bearing the title 
of the book they repre- 
sent, and indicating the 
whereabouts of the 
volume itself. 

For the remainder 
a standard of 10 in. be- 
tween the shelves has 
been found the best basis 
for calculation. 

Now 10 in. with § in. 
for each shelf and 4 in. 
for the plinth gives eight 
shelves within 7 ft. 6 in., 
or, more accurately. 
7 ft. 6^ in. from the floor; 
a height which is within 
reach of persons of aA'er- 
age stature. 

Works of fiction 
average very small, the 
great majority being ii<> 
more than 7^ to 8 in. in 
height. Consequently, 

iccomniodating nine fiction shcKcs 
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<if course, excliKlcd from tlii 



there is .seldom any difficuliy in 
within 7 ft. 6 in. 

Cornic(rs and diisl-boards 
calculation. 

Ahhough, where the height of the shelving is limited to 7 ft. 6 in. 
the l)ooks on thi; top shelf are well in view of any but very .short 
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children's rooms see Chapter VIII., p. 91. 
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sighted persons, those near the floor are very likely to escape notice ; 
while where the space in front of the shelves is cramped, and stooping 
consequently difficult, they are as inaccessible as those high up. 

Consequently, where the public are not admitted to the shelves, 
and the shelf-classification does not need the same exactitude, the 
lowest shelves should be used only for books seldom required. 

In open libraries, however, it is on the whole advisable to sacrifice 
the bottom shelf altogether and provide instead a projecting plinth 
which will serve as a step (Fig. 14). 

The step should not be too high, or a very considerable strain is 
put upon the bookcases when any one pulls himself up by the handles 
(see Fig. 19, p. 40) attached to the uprights: indeed high steps are 
said to be injurious to those who use them, and more especially to 
women and children. For this reason a step higher than 9 in. is not 
desirable. 

The lowest shelf should, however, be raised sufficiently above the 
step to protect the books in it from the toes of boots. A height of 
i^ to 2 in. is quite sufficient for this purpose, but it is better where the 
step is not more than 9 in. high to raise the lowest tier of books 
3 or 4 in. above the step in order to bring -them as much as possible 
into view. 

Where the lowest shelf is raised 3 in. above a 9-in. step the top of 
the seventh shelf will be 7 ft. 3^ in. above the floor, a height which 
allows any but very short-sighted persons to scan the highest tier of 
books with ease ; while the 9-in. step brings them within reach of small 
children. 

An improvement on the wooden step is a" metal rail supported 
either by brackets or small stanchions. This form has the advantage 
of affbrdinof less harbourai^e for dust. 

Other forms of steps, together with the handles used in connection 
with them, will be described later.* 

The variation of the depth of books from back to front is not so 
great as that of their height, while in this dimension an exact corre- 
spondence between the size of the book and the depth of the shelf is not 
so absolutely necessary ; that is to say, it is possible, though not 
desirable, for a volume to project slightly in front of the shelf which 
supjx)rts it. 

The great majority of the books in the average lending library are 
octavos, and therefore the single cases are usually only 7^- in. and the 



See pages 40 and 41. 
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double 15 in. deep, exclusive, of course, of any solid partitions at the 
backs of the shelves. 

A few shelves 9 in. deep should be provided in wall-cases for 
cjuartos. 

F'or reference shelves a depth of 9 in. for single and i ft. 6 in. for 
double cases, exclusive as before of partitions, is usually recommended. 
Most libraries, however, contain a certain number of folios and 
other lari>e or odd-shaped books. 

I hcse, where they are not accommodated in special cases, will 
require dej)ths varyin<^ from i ft. 3 in. to i ft. 6 in. 

Sometimes deep shelving is provided in the lower part of the 
ordinary cases, one fixed shelf projecting and forming a ledge where 
the depth is changed (see Fig. 10). 

Generally, however, it is better to provide for large 
volumes one or two special cases of uniform depth, though 
in closed libraries the ledge is useful as a temporary stand 
for returned books. If this method is adopted the fixed 
shelf which forms the ledge should he at a height of 
2 ft. 8 in. to 3 ft. above the floor. It should have a 
nosing in order to give as large a surface as possible on 
which loose books may be placed. 

There remains for consideration one other dimen- 
sion of books, namely, their thickness. This varies more 
than either of the others, since it is in no way aflFected 
by the different sizes of paper used in the making of 
books. 

It is, however, important that the architect should be 
able to estimate more or less nearly the number of volumes which a 
certain amount of shelving may be expected to contain. 
Such an estimate can, of course, be only approximate. 
In some libraries, for instance, numbers of small pamphlets are 
reckoned as separate volumes, while in others these are bound together 
in nianilla w rap|)ers or kej)t in boxes on the shelves. 

lM.)r library stocks generally nine volumes to i ft. linear of shelf is 
a fair allowance. Taken separately, lending lil>rary books may Ix' taken 
as axc-raijin''" nine and a half or ten volumes to the foot, and those in 
a reference lil)rarv ei<':ht and a half to nine : the larger number in each 
(:as(; IxMng that usually adopted in calculating the accommodation. 

Thoui»h the lo-in. standard for the heii>fht of books is a v(tv useful 
one in workinLi out the height recjuired for the cases, fixed shelves arc: 
iiowadavs verv rareK' usc-d. 




(^ 
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It is obvious that in a classified library, where books are grouped 
by subject and not by size and where old books are being continually 
replaced by new, fixed shelves would often lead to difficulties. A great 
many different devices in the form of ratchets and pegs have been used 
for supporting movable shelves. 

The most satisfactory form of fitting for wooden cases is one 
consisting of metal clips, four to each shelf, which fit into slots in strips 




i6. Steel Bookcases 
(used at the Patent Office Library, London', Kingston Public Liuharv, 

AND RLSEWHERE). 

of metal let into the wooden uprights (Fig. 15. See also Fig. 10). 
These clips fit closely under the shelf so that they do not damage the 
books beneath. The slots are spaced at intervals of i in. Great can- 
must be taken that the grooves behind the strips are properly cut to the 
required widths and depths, and that the strips are accurately fitted 
with the slots level. 

A form of steel bookcase (Fig. 16) is made which gives an 
adjustment to the smallest fraction of an inch, and which is gentnilly 
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very satisfactory, although architects are often discontented with its 
aesthetic qualities. 

With these cases the shelves can be moved up or down when full 
of books, a great advantage over the other system, in which the shelves 
must be emptied and the clips taken out and replaced one by one. 

Where movable shelves are used it is a great convenience if they 
are interchangeable. . Consequently, it is best that all the shelves in a 
library should be of a uniform length, which, as has been said, should 
not be more than 2 ft. 9 in. or at most 3 ft. 

Doors are not generally used on the bookcases in public libraries. 
Where, however, they are necessary, open wire panels are preferable 
to glass, as they do not interfere with the ventilation of the cases. 

Dwarf Cases, — Low bookcases, known as dwarf cases, are often 
used where those of the full height would interfere with the lighting of 
the room, or are for any other reason impracticable (see Fig. 66). 

They are often used in reading rooms for directories and other 
quick- reference books, the top providing a convenient support for a 
book while it is being consulted. 

In reading rooms dwarf cases placed away from the walls have 
the advantage that they do not interfere with ventilation or supervision 
to the same extent as hio^h cases. 

Storage Cases. — Where books not much in use are stored 
separately from the main stock, the cases which contain them do not 
necessarily differ from those described above ; though when they are 
right away from the public view they are often made in a very plain 
and cheap form. Since too quick access is not in this case of great 
importance they are often of a considerably greater height than that 
recommended for library shelving generally, the upper shelves being 
reached usually by means of ladders. 

A useful form of |x)rtable deal shelving is made which can be 
fitted uj) in lengths of 3 ft., and can be extended from lime to time as 
recjuired. 

A good and cheap form of iron bookcase for storage [)urjx>ses 
is the old American system of gas-pipe stacking which may with 
advantage be used also for unbound newsj)a])ers, map and print cases, 
and the like. 

Sometimes, however, the available storage space becomes filled up, 
and some method of further increasing its capacity is found necessary. 

This may be attained by the use of an ingenious device by which 
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bookcases are hung on rollers which run on overhead girders (Fig. 
17). The cases can then be packed closely together, and when a 
volume is required the case containing it is pulled out into a gangway 
and pushed back again after the book has been taken out.* 

Show Cases. — In many libraries special cases are provided for 
the display of new volumes or works on special or topical subjects. 
These are, of course, far more useful if open, so 
that readers may glance through the pages ; for 
the cover and title cannot be considered reliable 
indications of what the volume contains. Even if 
the cases are closed it is best that the books should 
have some of their title-pages rather than their 
backs displayed. 

Closed show cases are made with either wire or 
glass fronts, and are, when fitted on a counter, open 
at the back. Wire is preferable to glass as giving 
better ventilation. 



Revolving Cases, — Revolving bookcasesare ex- 
tremely useful in a librarian s room, and may often 
be used with advantage in public rooms. In the 
former case a height of about 2 ft. 8 in. is to be 
preferred, as the top may then be used as a table 
while the librarian is sitting at his desk. 

In public rooms revolving cases are sometimes 
used for encyclopaedias or directories, and a table- 
top at a height of from 3 ft. to 3 ft. 6 in. is 
useful for the consultation of quick-reference 
volumes. 









O 





17. Rolling Book- 
cases (used at 
THE India Office 
Library, London, 
and elsewhere). 



Foito Cases. — As has been already stated, large folios are usually 
provided with special accommodation. It is generally considered that 
they are best kept flat on their sides instead of upright, since the latter 
position, unless they are properly supported, allows the large pages 
to sag and strain the binding. 

A double case (Fig. 18) with reading slopes above is very useful. 
The shelves should each have a brass handle on the front edge, and 
should be so made that they can be pulled out ; for if the volumes 



* See also Chapter VI., pp. 67 and 68. 
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themselves have to be dragged out, their bindings are likely to get 
■ damaged. In the case of very heavy books it is advisable to have the 
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i8. Folio Case for use in Public Ijbrarii^. 



shelves on rollers instead of ordinary supports, in order that they may 
be more easily pulled out. 

The tops are sometimes used as show 
cases. 

There are many other methods of accom- 
modating; folios which need not, however, be 
dealt with in the present work. 

Steps, Ladders, and Galleries, -^Since 

it Is usually necessary to economise floor space, 
it is seldom advisable that the height of the 
shelves should be less than that indicated (page 
34), while sometimes it is necessary that it should 
be more. If so, some form of step should be 
provided by which persons of short stature may 
raise themselves when it is necessary to handle 
volumes on the top shelf 

Two kinds of continuous step have been 
already mentioned above. 

Handles must, of course, be provided in 

connection with the steps, and it is important 

that there should be one handle on each, and not. 

as is often the case, one on every other upright. 

With wooden shelving, when the plinth is 

a low one, detached steps are fastened to the 

uprights at a height of from 9 to I 2 in. above 

tlic door. 

A useful step is one which, though always ready for use, is brushed 

aside if any one touches it when passing, and then returns to its position 

(Fig. 19). This form possesses the further advantage thai it docs not 
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entail any cutting away of the woodwork, and i>resents no rough edges 
or screw-heads where these might damage the books. The handles 
provided with it are also very convenient in shape. 

Occasionally it is necessary owing to lack of space, and more 
particularly in store-rooms used for books seldom wanted and where 
quick access to the volumes is of no great importance, to provide cases 
of such a height that steps and handles arc an insutificienc assistance for 
reaching the books at the top, and ladders of some sort have to be pro- 
vided. Even with cases of moderate height, ladders arc often a great help 
in scrutinising the upper shelves, and in dusting and arranging the books. 

Step ladders are, of course, to be preferred 10 those with rungs, 
and a form very commonly used in libraries is illustrated (Fig. 20). 

They should be light and easily moved. 

There are various devices used to prevent 
ladders placed against the face of the shelves from 
damaging the books, while sometimes the top of 
the ladder is hooked on to a fixed brass rail in 
front of the shelving, along which it can l>e 
moved in either direction (see Fig. 67. p. 95). 

Where the floor space is insufficient to accom- 
modate all the books within reach from the floor, 
the use of galleries is far preferable to that of 
ladders. Even this, however, must be regarded 
merely as the lesser of two evils. It is, of course. 
necessary that the room should be of a sufficient 
height to allow head room above and below, but 
14 ft., or even slightly les-s. will suffice. 

The form which a gallery will take depends. 
of course, on the arrangement of the bookcases. 

Galleries should, as a rule, be such as to obstruct as little as 
possible the free diffusion of light and air. They are usually con- 
structed of iron, though sometimes with wooden floors. More often, 
however, they have either roughened plate-gla.ss panels or a grille. 

A hand-rail should, of course, be provided, and this may with 
advantage be fitted with small desks for the inspection or consultation 
of books. There should also be either a rail within a few inches of the 
gallery floor level, or a fillet of .some sort at the outer edge to prevent 
slipping ; while the space between this and the hand-rail should be 
sufficiently protected by horizontal rails which intercept less light than 
vertical balusters. 

Galleries should never be less than 2 ft. -|. in. wide. 




[42] 



Chapter V. 
FITTINGS, FURNITURE, AND APPLIANCES. 

Materials. — The orreater part of the fittings and furniture of pubhc 
libraries are made of wood, the particular wood differing according to 
the requirements of the various fittings and their various parts. As 
with bookcases, so with other fittings, oak is very largely used. With 
regard to the finish of woodwork for fittings in general the same con- 
siderations apply as in the case of shelving, which has been dealt with 
at the beginning of the [preceding chapter. 

Cases for Maps and Prints. — In public libraries of an average 
size very little special accommodation for maps or prints is required, 
the greater hulk, when not framed and displayed on the walls, being 
usually kept in boxes on the shelves or storage racks, while there is 
a growing tendency in favour of maps in atlas form. 

Consequently, for the generality of such libraries, a simple and 
cheap form of case with sliding drawers is sufficient, which may with 
advantage have a sloping top, on which the maps may be placed for 
consultation.* 

Where maps and prints are kept unbound in large drawers, there 
is often a good deal of difficulty in making the drawers sufficiently 
rigid without at the same time making them too heavy. Various 
devices have been tried to attain this end, but the most satisfactory 
method is to make the* bottoms of corruirated iron, lined, of course, 
with leather or some oilier soft material which will not harbour moth. 

Many means have been tried for excluding dust from the drawers. 
Indiarubber tubinu has the advantai^e that it is not liable to the attacks 
of moth, though it is rather expensive owing to the need of frequent 
renewal. 

Sometimes the front and part of the bottom of the drawer is 



* Sec description and illustration of folio cases, Chapter IV., pp. 39 and 40, the 
requirements of which arc similar. 
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hinged and fitted with springs, in order that large sheets may be more 
easily taken out ; while a small jointed lid at the back of the drawer 
prevents the ends of loose sheets from turning up and getting damaged. 
The plan of accommodating wall-maps on spring- rollers is not 
generally recommended for public libraries, except possibly in the case 
of a few local maps. Revolving screens are very useful for the display 
of prints, photographs, and manuscripts. 

Exhibition Cases. — Sometimes glass cases for the display of 
manuscripts or rare books are provided on the tops of folio cases or 
map-cases. For other collections 
various sorts of glazed exhibition or 
museum cases are employed. 

Storage Cases for Files 
of Periodicals.' — Generally any 
form of accommodation is good 
enough for storage of newspapers 
and magazines. They arc usually 
filed in boxes, or in cheap wooden 
shelving. In large libraries, how- 
ever, special provision should be 
made ; iron or steel racks with 
corrugated iron shelves being re- 
commended. 

Racks for Current Maga- 
zines and Periodicals. — Though 
there are many different methods of 
accommodating in the reading rooms 
the current numbers of magazines. ' 
technical journals, and other jjeri- 
odicals, it is not propo.sed under the present head to discuss the 
comparative merits or demctrits of this system or chat, but oiilv to 
describe one or two of the speclnl fittings. 

Racks for current periodic;ils are made to stand either on tables 
or on the floor, or to hang on the walls. 

Various forms of table-rack ma\' be seen in almost every public 
library, and need not be described here. 




MAnAXiNES(BeitM( 



* Racks and stands for files of i 
with below (page 50). 



fspapers in reading rooms are separauOy cIl^uIi 
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Reading tables with sloping tops are sometimes made with a well 
to hold magazines, but this system is not generally recommended. 

There are various forms of wall racks in use. On the whole, those 
showing the lower i^art of the periodical (Fig. 21) are preferable, since 
with these the titles printed on the special covers can all be brought 
to the same level, whatever the size of the publication. With this fitting, 
however, it is imj^ortant that all the periodicals .should be kept m covers 
with the titles printed on them near the lower edge. 

A small wall-nick for time-tables is also very useful (Figi 22). 

Directory-Stands. — Directory- 
stands with either a table or desk in 
front are very useful. 

Peerages, year-books, and so on 
may also be shelved in this manner. 

There are innumerable fomis of 
directory-stand made, and examples 
may be seen in every public library. 

Reading Tables, '.Desks. 
and Easels. — Tables for the read- 
ing rooms of public libraries should 
be solidly made, of oak for prefer- 
ence, though some authorities recom- 
mend walnut or mahogany. The 
tops arc sometimes made of Ceak. 
and in some cases plate gla^ has 
been used (Fig. 23). 

Longitudinal rails near the floor 
arc best omitted (Fig. 34). as they are used as scrapers by those 
sitting ut the tal)les. If they are adopted, however, they should be 
prot<x-tc(l by rubber (Fig. 25). or, better still, some substance which 
needs less freiiu^tnt renewal. The best height for reading tables is 
30 in. (less of course for children"), and the breadth, where both 
sides are used for readers, should never be less than 3 ft. indeeil 
3 ft. 6 in. should usually be allowed, or, where there is sufficieiu 
spate. 4 ft. As a general rule a minimum length of 2 ft. tc 
2 ft. 3 in. shoult! be allowed for each reader, and 2 ft. 6 in. is better; 
wliile for esix-ciallv .studifius work a still more libera! s[jacing is riesir- 




RaCK for TlMF.-T.M 



* Cha|>ltT Vlli., [). ijo. 
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able. In the case of magazine readers, however, 20 in. is often 
considered sufficient. 

Tables of great length, that is to say of more than 9 or 10 ft., 
should be avoided in public libraries. 

Reading tables can be made either with flat (Fig. 26, a) or with 
sloping tops (Fig. 26, b). The latter should be very slightly sloped, and 




23. Reading Tahi.f.s with Pl.\te-Gla5S Tops 
(Massachusetts State Lirrarv)' 

should have a fillet at the bottom of the slope, otherwise great incmi- 
venience is caused by books, papers, and ijencils slipping and rolliii;^ 
down. 

Small siaiids for umbrellas are often fixed to the ends of readini^ 
tables, so that readers may keep them in sight. 

In rooms used for magazine reading only, the size of the tahKs is 
not so imix>rtanl as is the provision of free s|)ace round them. Sniiill 
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24. Reading Tables {Eastbourne Puituc Lidraky). 




15. RKAiiiNd Taiiles {Hammeksmith Puixic Liurary). 

//. 71 Hart, F.R.I. H.A., ArchiUil. 

taiiU's. not too close together, are most .suitable. Magazine readers 
shoultl l)e able to push their chairs I^ack htkI rest the magazines on 
their knees. 
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Thus a table 5 
ft. by 2 ft. 10 in. will 
accommodate one 
magazine reader at 
each end and three 
at each .side, while 
similarly a table 6 ft. 
by 3 ft. is, sufficient \ 

for eight persons, 1 1 j 

and a table 3 ft. *"" ^z^Zt^rFttr 

square for four. ^ , " 

Circular or oval 
tables are sometimes used in magazine rooms and relieve the appear- 
ance of the room to some extent of monotony and formality. In 
American libraries circular tables are a great deal used. 




a?. Reading Tables with Sckeens. 

(COBNKLI. UmVERSlTY LiBRAKY, ItHACA, N.Y.). 
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For especially studious work not only liberal table space but as 
complete isolation as possible is required. 

In the British Museum reading room 4 ft. 2 in. run of table is 
allowed to each reader, a screen shields him from his opposite neigh- 
bour, and many conveniences in the way of easels, pen-racks, and other 
accessories are provided. 

Public libraries cannot afford either such elaborate fittinofs or so 
much space ; though a form of table adopted in an American University 
library may be recommended (Fig. 27). 

The privacy of a reference reader may, however, be to a large 

extent secured by the provision 
of tables 2 ft. broad, which 
accommodate readers on one 
side onlv. These are usuallv 
made with sloping tops, and 
allow from 2 ft. 6 in. to 3 ft. 
for each reader. 

Detached tables (Fig. 28) 
for reference rooms have also 
been recommended. These 
may have a screen added in 
front with accommodation for 
pens, paper, and books, and 
also an extension Hap (see 
Fig. 66).» 

In small towns, however, 
the reference room of the aver- 
age public library is not much 
frequented, and often a reader 
can i»ot the whole side of a long table to himself, in which case he is 
better off in respect of table space and privacy than if he had a table 
such as that illustrated. 

X'arious kinds of reading easels are used in public libraries. These 
may either be made as part of a table (in which they lie flush with the 
surface when not in use), or they may be entirely detached. 




28. Single Tahle for Reference Re.\ders 
(Liverpool Public Library, &c.). 



Newspaper Reading- Slopes. — Until daily papers can be jDro- 
duced in some more compact form, or until their admission in pul)lic 
libraries is much restrictctd, their accommodation will of necessity 



* See I- I). Hkavivs " Manual of Library Economy," ji 220, Fig. 75. 
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involve a somewhat excessive sacrifice of space. Though back 
numbers can be stored more or less closely, every current issue in a 
reading room requires a sufficient space to allow of its being opened. 
For this purpose the papers are fastened to reading slopes before 
which, in most cases, the readers stand. 

These fittings are made either as single wall slopes (see Figs. 30 
and 62) or as double stands (Figs. 29 and 61). 

Since not only the size of newspapers but the stature of readers is 




29. Double Newspaper Slope (Hammersmith Purlic Library). 

H. T. Hare, f.r.lb.a., Architect. 

liable to variation, the dimensions of these slopes must bu carefully 
considered. While a very steep slope causes the paj^es to .sag. if it is 
not steep enough it is difficult for a short person to read the letterpress 
at the top of the paper. 

The dimensions shown {Fig. 30) are those which have been 
found in practice to produce the most satisfactory results. 

A projecting metal rail, upon which the readers may rest their 
arms, should always be fixed at the bottom of the slope : otherwise 
they are .sure to lean on the slope itself and tear the jiapers. 



so 
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At the top there is usually a board about 6 in. high, on which are 
fixed tablets with the titles of the papers boldly printed. 

With regard to length, 4 ft. run of slope is usually allowed for each 
paper, but 3 ft. 6 in., more especially in the case of continuous wall 
slopes, would be. generally sufficient. 

Wall slopes, when possible, should be used in preference to the 
double stands. Their advantages are many : the positionis of the 
various papers are more readily seen, supervision is more complete, 

there is less interference with the diffusion of 
air, and considerably less waste of space. 

Recently several libraries have been fitted 
with slopes for seated readers (Fig. 31), on 
which the weekly illustrated papers are usually 
displayed. 

For fastening papers to reading slopes there 
are a number of different appliances in existence. 
Very useful fasteners consist of a pair of 
screw clips which can be adjusted* to papers of 
different heights, or rods which press the centre 
fold of the paper against the slope. For illus- 
trated papers revolving holders save a great 
deal of inconvenience. All of these can be seen 
in any public library. 

Sometimes a few back numbers of papers 
are kept in the reading rooms. In this case 
newspaper file-stands or racks (Figs. 32 and 
^^) are useful. 

In cases where back numbers of weekly 
and other periodicals are kept in reading rooms 
for reference, along with the current numbers, the 
boxes and special stands used in the Patent Office 
Library, London, are strongly recommended. 




30. SkCTION of NEWSPArER 

Wall Slope (Kingston 

IM'BLIC LiKRARY. 



Reading Room Chairs. — Por public reading rooms the chairs 
must be strongly made, and arm-chairs arc [)referred, as these secure 
sufficient elbow-room. Wooden saddle-seats are, of course, to be in 
every way preferred to cane or upholstery. P'ixed revolving seats 
where the space is cramped, have sometimes to be used, but they are 
very undesirable, as if their position suits one reader it does not suit 
another, while there is always the danger of the floor being damaged. 
A better plan is to fasten the chair by a cord to a staple in the- floor. 
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Where the floor is of wood the legs of chairs should be shod with 
indiarubber pads. 

Where cork carpet is used the legs should have broad feet that 
will not cut the carpet when the chair is tilted, or better still a flush 
rail joining the feet behind and on each side, the edges and corners 
being of course rounded. 

The height of the seat should be 16^ or 17 in., except, of course, 
in juvenile reading rooms.* 

Various accessories to library chairs, such as foldinij trays, hat 
rails, umbrella clips and so on, have been suggested.! 




31. Slope for Seated Readers {Eastdournf, Pl'hi.k- I.iukarv). 

/'. .9. Rohso'i, Arehilut. 

Catalogue Fittings.! — There are five distinct methods of dis- 
playing catalogues, whether printed or written. These have been 
named : page, card, sheaf, placard, and panoramic. X The last-named 
need not be dealt with here. 

The old-fashioned page catalogue is seldom used in public librariL-s 
nowadays, owing to the difficulty of making additions and at the sanKr 
time preserving the alphabetical order. 



• See Chapter Vni, p. 90. 

t See J. D. Brown's " Manual of Library Economy," S 230. 

t Library, 1894, pp. 45-66, aEiiclc on "Mechanical Methods of Displaying Cata- 
logues and Indexes," by J. D. Btown. A very full account of the various methods will 
be found in his " Library Economy," chapter xxiii. The present work merely deals with 
the fittings which atTect architectural considerations. 
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In order to overcome the disadvantages of this form, the card 
catalogue has come into use. 

The most usual form of card 
catalogue is a cabinet with drawers 
which may stand on a counter or on 
a special table {Fig. 34). 

The disadvantage of this form 
is that one person may monopolise 
a very large number of entries, since, 
while a drawer remains partially in 
the cabinet, not only the cards it 
contains itself but those in the 
drawer below, and even in that 
above, are inaccessible. Conse- 
quently it is best that single drawers 
should be used, that is, drawers con- 
taining one row each of cards ; and > 
that each drawer should be made so 
that it may be removed and con- 




sulted away from the cabinet. For 
this purpose a tabl(i and chairs 
should be provide'd near the cabinet, 
but not immediately undt-r it. 

The construction of the 
drawers or trays will he siifficientK- 
explained by the accompanying 
illustration (Fig. 35). 

Each drawer is iisLially 15 in. 
long, and will cont;un al)out 1,000 
cards, together with tin- jiecessary 
guide cards. 

Sheaf catalogues {Fig. 36) have 
the advantage over card catalogues that they are divided into smaller 
.sections, and coiist(]iKiuK each consultant monoiwlises fewer entries. 
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Such catalogTjes may 
be kept either on racks or 
in ordinary pigeon-holes. 

Placard catalogues are 
largely used for displaying 
the names of new books. 
A useful form of adjustable 
placard* with xylonite slips 
and movable entries is 
sometimes used. 

Similar frames are 
used in reading rooms for 
displaying the names of 
periodicals. 

Charging Appliances. 

Ledger Charging. — 
Besides the ledger itself. 
which hardly concerns the 
architect, and the counter, 
which will be described 
below.t ledger charging 
requires no special furni- 
ture ; though sometimes, where this system is used, the counter is made 
with a sloping top, or a movable desk is placed on it. Whichever 




34. CARD-CATALOcut: Cabinet with 
Sliding Shki.ves. 




35. Drawkr of Card-Catalog UK Cahinkt. 

method is used, the top of the slope should be 3 ft. 6 in. above 

* See J. D. Brown's " Manual of Library Economy," -i 364. 
t See pas^s 57, 58, and 76. 
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the floor. The .system is, however, so little used in public libraries 
to-day that it is unnecessary to consider it further in the present 
work. 




36. Sheaf Catalogue as used at Islington 
Public Librarv. 



Indicators. — The indicator is a device by which both readers and 

staff can see whether 
any particular book is 
in or out ; and there are 
many forms of indicator 
which at the same time 
record the date of issue 
and the name of the 
borrower. They are 
usually rather unsightly 
machines, but their ap- 
pearance can often be 
improved by being set 

in frames or screens {see Fig. 51, p. 72). 

The number of indicators that have been invented is considerable, 

but it will be sufficient in the present instance to describe one or two 

forms only. 

The indicator most commonly used 

is the CotfTreavc (Fiij. 37). " It consists 

of a wooden or iron frame, fitted with 

minute zinc shelves, generally one hun- 
dred in a column. Upon each of these 

shelves is placed a small metal-bound 

ledger {3 in. by 1 in.), containing a 

number of leaves, ruled and beaded for 

the number of borrower's ticket, and date 

of issue : also date of return or other 

items as may be required, numbered or 

lettered at each end, and arranged 

numerically in the frames. One part 

of it is also lettered for entries of date of 

purchase, title ot book. &c. The metal 

case has turned-u]j ends, and the nuniljcrs 

appear on a ground coloured red at one end. and blue at the other, one 

colour showing books out, the other, books in ; other colours may be 

used if preferred. The qii( numbers can be covered altogether with a 

date slide if recjuircd. The change of colour is effected by simply 
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reversing the ledger in the indicator frame. The public side of the 
indicator is protected by glass. 

" The modus operandi is as follows : — A borrower having chosen 
a book from the catalogue, consults the indicator, and finding the 
required number to be on blue, denoting in, asks for the book corre- 
sponding, at the same lime tendering his library ticket. The assistant 
withdraws the indicator ledger, makes the necessary entries, inserts 
borrower's ticket, and re\crses the ledger, which then shows the red 

■colour, signifying oui. He then hands out the 

book asked for. The borrower's ticket will 
remain in this number until he changes his 
book, when his ticket will, of course, be trans- 
ferred to the next number required, and the 
returned number will be reversed again, showing 
by the blue colour that the book it represents 
is again in, and is immediately available to any 
other reader requiring it. The entries need not 
be made at the lime of Issue, but may stand 
over until a more convenient time. 

" When a book is not required the ticket is 
returned to the borrower, and acts as a receipt, 
exonerating him from liabilities." 

In a still earlier t\ pe * the tickets them- 
selves could be seen from cither side and in- 
dicated either that the book was in or out. 

The only other form that need be men- 
tioned is the Chivers' Indicator, of which the 
following description may be quoted : — 

" This consists of a series of wooden blocks, 
each of which is numbered with 250 numbers in 
gilt figures, and each number has a slot under it 
large enough to hold book-card with red coloured 
or white ends, bearing the same number as the 
slot. These blocks can be built into columns of 1,000 with the numbers 
running consecutively, the whole being lodged in a glazed frame (Fig. 
38). This indicator differs from other varieties in having the numbers 
qualified by the red or white line of the cart! under the numbers to In- 
dicate books in ; when the slot is blank the book is out. The withdrawal 
of the book-card is the method of indicating books out, and it is the union 
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of this card with the borrower's card which forms the basis of the subse- 
quent registration. When a book is issued the assistant withdraws the 
card from the recorder and places it in the reader's ticket, which is 
formed like a pocket, fetches the book, stamps it with the date of issue, 
and so completes the transaction at the moment of service. Afterwards 
the readers' pocket tickets containing the book-cards are assembled and 
arranged according to classes in numerical order. They are then 
posted by book and reader numbers only on to a daily issue sheet or 
register, and the date of issue is stamped on each book-card, if this has 
not already been done at the moment of service. The conjoined book- 
and-reader cards are then placed in a tray bearing the date of issue, in 
the order of classes and book numbers as may be needful." 

For architects the most important consideration connected with 
indicators is their size in relation to the number of volumes registered. 

In the case of the two indicators described it will be seen from the 
illustrations that the Cotgreave requires a length of 5 ft. 2 in. for every 
4,000, that is, 15 in. for every 1,000 volumes, and the Chivers, 11^ in. 
for every 1,000.* while in this indicator the height of the highest row of 
figures is considerably less. 

In planning a lending library with indicators the form to be 
employed should be ascertained, and the requisite space for the 
registration of the books calculated. Moreover, if a high indicator is 
to be used, care must be taken that the counter on which it stands is 
not higher than 2 ft. 6 in. 

Indicators may also be used for periodicals either in lending 
libraries or readingr rooms. 

When this method of issue is used in reading rooms for magazines 
and periodicals, a more simple form is used. This may consist of a 
frame with columns containing narrow blocks of wood with the titles 
mounted on them and holes drilled opposite each, into which may be 
fitted a wooden peg, black at one end and white at the other: the one 
denoting the absence, the other the presence of a periodical. 

Ca7'd-Charging Appliances. — Though it is not proposed to describe.* 
in detail the various methods of recording the issue and return of books 
by means of cards, a general idea of the system most usually adopted 
may be given. 



* The length required per 1,000 volumes by other indicators is as follows : — The 
Duplex, 32 in. : the Elliot, 36 in. (or 24 in. for 1,250 in a more compact form) : the 
Bonner, 20 in. : the Morgan, 15 in. ; and the Simplex, 1 1 in. 
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Each book in the library is represented by a card, usually 4 in. 
by 2^ in., ruled with columns for recording date of issue and return. 
These cards bear the same numbers as the books, and are arranged in 
numerical order in trays fitted with rods and adjustable angle blocks 
(Fig. 39). This set of trays is kept at one side of the issue desk, and 
at the other another set of issue trays is provided, furnished with date 
and fine guides. 

When a book is issued the book-card representing it is withdrawn 
from the card tray, the date recorded, and the card then placed in a 
manilla pocket together with the reader's card (Fig. 40). These con- 
joined cards are arranged numerically behind the date-guide of the day 
in the issue trays 




^ 






mentioned above. 

Each issue tray 
will hold approxim- 
ately 350 con- 
joined cards, and the 
number of trays re- 
quired depends on 
the average daily 
issue. As the books 
are returned their 
respective cards are 
withdrawn from the 
issue trays and re- 
placed in the book- 
card trays. The 
system shows over- 
dues automatically. 

There are various accessories, such as small brass angles for holding- 
sets of trays together on the counter. A sorting tray for holding the 
conjoined cards at the counter before filing in the issue trays is 
generally provided. 

Trays for borrowers' vouchers are generally fitted to the counter. 

Sometimes the book-cards are kept in pockets in the books them- 
selves and the method of issue is thus considerably quicker. 




39. Card-Charging Tray. 



Counters. — Counters are used in public libraries chiefly for the 
issue and receipt of books, but their requirements vary according to the 
method of their use. 

The public side of a counter is subject to a good deal of 
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wear and tear. In order to protect them from kicks they are usually- 
undercut. 

The appearance of such a counter being, however, rather unsightly 
and reminiscent of a public-house bar, a vertical section with glazed 
brick Hogging* is sometimes substituted. 

The height should be 3 ft. except where indicators have to be 
accommodated, when 2 ft. 6 in. is preferable. The top, which is often 
of teak, should generally be 2 ft. wide. 



Fockei. 



/, 



\ 



4622. 



A 32. 



Balfour. 



.Book Card 
Projection. 



5916. 50 Mar., 1900. 

Richard Garnf.tt, 
I Museum Street. 



I Borrower's 
' Card 
Projection. 



, I 



> Pocket. 



40. croMbiNEi) Book and Borrower's Cards in Pocket. 



It is an advantage to fit up the inside with shelves, cupboards, and 
drawers : and a counter with a well for travs, which can be covered 
with a roll-top and locked, is very useful. These and other details 
vary accordini^ to the particular purposes for which the counter is to be 
used, and will be further described in connection with lendinsr libraries 
(set.- pp. 72. 73. Fi- 52). 



AVickets. — Wickets are usually required for ojXMi-access lendiniL^ 
libraries, and somclimcs in other places. The heijjht should not Ix 



* See Fig. 51, p. 72. 
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less than 4 ft., as in some libraries dogs have been found to stray in 
and jump low wickets. They should be made of oak and should not 
be fitted with handles, since they can be opened by the top rail when the 
latch is freed, and will shut automatically. Treadle latches {Fig. 41) 
are used with open-access wickets. 

Partitions, Screens, and Barriers. ^There is a decided tend- 
ency in public libraries to omit as far as possible solid internal walls. 
Their place is taken to a great extent by gfezed partitions or screens, 
which facilitate supervision and assist the diffusion of light. 

The choice between high partitions and low screens 7 to 8 ft. 
high must depend largely 
on the particular circum- 
stances. 

Generally speaking, 
the former are more use- 
ful for preventing sounds 
in one room from permeat- 
ing to another ; but, when 
quiet is preserved, as it 
should be throughout, this 
advantage is to some ex- 
tent nullified. In the case, 
however, of rooms in- 
tended for special study 
or research, high par- 
titions should always be 
preferred. 

Low screens, on the 
other hand, allow a more 
free diffusion of light and air, and involve less cleaning; though here 
again, in large libraries where one or more rooms are sometimes closed, 
openings above the screens may lead to wastefulness in heating. 

Glazed partitions or screens should be constructed in oak for 
preference, and unless the dimensions are affected by fittings, should 
generally be glazed from a height of from 4 ft. to 4 ft. 6 in. above 
the floor, more especially where a less height would enable readers 
sitting in one room to overlook those in another. Wooden siish- 
bars, with movable fillets, screws, and cups, are on the whole to be 
preferred to lead lights, as they are less easily damaged. The jianes 
should not be too small. 
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The aprons should be panelled and finished with a strong plain 
skirting. 

An example of a glazed screen is shown below (see Fig. 66). 

Various forms of barriers are employed to divide rooms or to keep 
readers away from book-shelves. A rope supported by metal uprights 
is the cheapest, though some form of metal grille with an oak or walnut 
hand-rail is often used. 

A height of 2 ft. 8 in. is sufficient unless the barrier is perforce 
close to the shelves which it is meant to protect. In this case it should 
be of such height as to prevent a tall man from leaning over and 
reaching the books. 

Care must be taken where wood block floors are used that a 
proper fixing is provided for barriers.* 

Miscellaneous Fittings and Furniture. — A great proportion 

of the fittings and furniture required in a library building are in no way 
special to library work, and will consequently only be mentioned in 
describing the requirements of various rooms and departments. There 
are, however, one or two which may be specially insisted upon. 

The provision of umbrella stands and clips in connection with 
tables and chairs in reading rooms has already been mentioned. 
Another plan is to place small portable umbrella stands in various 
parts of the reading rooms. 

Waste-paper boxes or baskets should also be provided in reference 
rooms especially, and fire-resisting bins for accumulations of waste 
paper are required in large libraries. 

Good English clocks with legible dials should be placed in con- 
spicuous positions in the public rooms. They should not tick loudly or 
strike, and should be so placed as to be easily accessible for regulation. 
In large libraries it often means a very great saving of time and trouble 
if an electric synchronising clock is placed in one room and simple dials 
connected to it in others. 

* See Chapter II., p. 6. 
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BOOK ROOMS 



In the present chapter it is not proposed to deal with those rooms 
which combine the function of a reading room with that of a book 
store, but with those intended exclusively for the accommodation of 
books. 

In such rooms it is obvious that, in order to avoid waste, as much 
as possible of the floor space must be utilised. 

In ordinary rectangular rooms this end is usually attained by 
placing double floor-cases 
at right angles to two of 
the walls ; the remaining 
two, and sometimes all 
four, being fitted with 
wall-cases (Fig. 42). 

With such a sys- 
tem, the closer the 
spacing of the cases, the 
greater will be the storage 
capacity of any given 
area. This spacing will 
depend upon the width 
of the gangways between 
the faces of the shelves, 
and these gangways must, 

of course, be adequate for the traffic which will be necessary, while 
the amount of traffic will vary considerably in different circumstances, 
according, for instance, as the shelves are open to the public or to 
the staff only, and according as the books they accommodate are much 
or little in demand. 

In book rooms which are accessible to the staff only i^angways 
2 ft. 6 in. wide are sometimes considered sufficient, but 3 ft. should 
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Book Room fittkd with Wall ani> 
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rather be the minimum. Indeed, where a number of books in ver)- 
frequent use are shelved together, 3 ft. 6 in., or, better still, 3 ft. 9 in., 
should be allowed. 

Where the public are admitted to the shelves, the gangways 
should be as a rule not less than 4 ft. or 4 ft. 6 in. wide, and a width of 
5 ft. is desirable where space allows. At the same time, by a judicious 
disposition of the books upon the shelves, gangways as narrow as 
3 ft. 6 in. may sometimes be made to serve their purpose without 
causing congestion. 

In all book rooms, but more especially in those accessible to the 
public, a space should be left between the ends of the floor-cases 
and the walls to which they are set at right angles. Otherwise a 
good deal of congestion and inconvenience is likely to ensue, especially 
if the gangways are long and narrow. A space of 3 ft., or even 
2 ft. 6 in., will often suffice where an outlet merely is required or 
where the room is used by the staff only, in which case spaces at the 
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end of every other case are often sufficient (cf. Fig. 46). Otherwise, 
if the end walls are shelved, 4 ft. or 4 ft. 6 in. should be left. 

In no case, however, whether the shelves are open to the public 
or to the staff only, should the cases be of a greater length than 1 5 ft. 
without transverse openings. In fact, where the public are admitted 
a length of not more than 12 ft. is desirable. The width of the 
transverse gangways must, of course, vary according to the amount of 
traffic with which they have to cope. For the public they should 
usually be not less than 3 ft., for the staff 2 ft. 6 in. will suffice, though, 
where such gangways take the main traffic of the room, greater widths 
are of course necessary. 

With regard to lightino', as has been said above, vertical lights are 
for many reasons preferable in book rooms to top-lights, and, where 
such can be utilised, it is of course most important that the windows 
should be so disposed that not only is no light intercepted by the ends 
of the cases, but that the faces of the shelves are well illumined, so thai 
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the titles, numbers, and other marks on the backs of the volumes may 
be easily read. 

Windows should therefore be placed in the walls which run at 
right angles to the bookcases. 

The simplest arrangement of windows is that in which the cases 
either abut against or are opposite to the piers between the windows, 
the width of the gangways being wholly or partially devoted to window 
space (Figs. 43 and 44). 

If such an arrangement does not allow a sufficient width for the 
windows, they can be so spaced that every other case corresponds with 
a pier (Figs. 45 and 46). 

Where the lighting is chiefly from above, the spacing of the 
vertical windows, if there are any, need not of necessity correspond 
with that of the cases, though it is obvious that without such a 
correspondence a considerable proportion of the window area may be 
rendered ineffective. 
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One other arrangement of shelving in a book room must be 
noticed, namely the system in which the floor-cases radiate from a 
central space which is usually occupied by a staff enclosure {cf. Figs. 
77 and 88, pp. 130 and 141). The obvious disadvantage of this system 
is the waste of space it involves ; for, provided that the gangways 
between the cases are of a sufficient width at the ends nearest the 
centre, an ever-increasing waste must occur towards their other 
extremities. This may be to some extent remedied by inserting inter- 
mediate lines of radiating cases where the gangvvays are of sufficient 
width. 

In the case of British public libraries, where the necessity for 
every economy is so instant, the objection on the score of wastefulness 
is possibly more serious than it is in America where the system 
originated. 

The primary object of this disposition was to increase the facilities 
for supervision in book rooms open to the public. The sacrifice of 
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space is, however, disproportionate to the gain, and the idea is illus- 
trative of the common tendency to over-estimate the value of p>oHce 
methods in public libraries. A more justifiable occasion for its use is 
in book rooms to which the public are not admitted, and in which its 
adoption facilitates a speedy service by allowing direct access to every 
part of the shelving, and in open libraries too something is gained in 
respect of accessibility. 

Book rooms shelved on this system are usually semicircular on 
plan, which is certainly not a recommendation where economy in cost 
is of prime importance. 

Stacks and Stack Rooms. — It has already been pointed out 
that, in order to keep all the shelves in a book room within reach 
without the use of ladders, either the cases must not exceed 7 ft. 8 in. 
in height or some form of gallery must be provided. 

Where the cases in a book room are arranged as has been 
described above, it is obvious that galleries over the narrow gangways 
will practically form a floor, in that they will occupy almost the whole 
space between the cases. 

When a large number of books have to be accommodated on a 
comparatively small area, several such floors, or more properly decks, at 
intervals of from 7 to 8 ft., may be provided ; so that by the addition of 
one story above the lower tier of cases, the accommodation of the area 
will be doubled, by two trebled, and so on. 

This is known as the stack system, and though not required by the 
municipal workshop library, it must nevertheless be described, since it 
is the only satisfactory method of accommodating big stocks, as for 
instance in a large reference library. 

There are in existence stacks containing as many as nine tiers of 
cases, but it is obvious that without a quick and adequate lift-service, 
every flight of stairs wliich has to be climbed not only delays service but 
puts a very considerable physical strain upon the attendants. Generally 
speaking, no stack should be of such a height as to involve the use of 
more than two or ai most two and a half flights of stairs for access to 
any part of the shelving ; unless, as has been said, the work is on a 
scale sufficient to justify the institution of a thoroughly efficient lift- 
service. 

A maximum of two llij^hts of stairs does not, however, imply the 
limitation of a stack to two tiers of cases, but to five ; since the stack 
can be arranged with three hook-stories above and two below the floor 
on which the books ar(* required (Fig. 47). 
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In the same way, with a stack of three tiers, one flight up and one 
down will suffice. 

Where the number of tiers is even, the levels at which the books 
are to be delivered may be half-way between two decks of the stack 
(Fig. 48). By this method one and a half flights, each way will give 
access to four, and two and a half to six tiers of cases. 

In many situations it is, of course, impossible to economise quite 
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as closely as this, but, where stairs have 10 be used, their number should 
always be reduced to a minimum. 

Book stacks are so constructed thai the cases themselves support 
the decks and the suixrrimjwsed tiers ; the walls merely serving to 
keep out the weather, to support the roof, and, to a certain extent, 
to steady the whole structure. 

The decks should be so constructed as to allow of a free circulation 
of light and air. and to waste as little height as possible. 
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It is, however, advisable that there should be a solid floor under 
at least every three tiers of cases, as a protection in case of fire. 

In order to facilitate inter-communication between the stories, and 
to gain the maximum diffusion of light, air, and heat, and also to afford 
facilities for running pipes, tubes, and wires up and down the stack, the 
decks are usually stopped at a distance of 3 or 4 in. short of the faces 
of the shelving Dn either side. The space thus left should be protected 
by a flange and a low rail, which also serves as a step. They should 
also be covered with hemp or wire netting, or gauze, to" prevent books 
from falling through. Openings should, however, be left here 
and there through which books and papers may be handed up or 
down. 

Various materials are employed for the decks of stacks. The 
construction is nearly always iron or steel, and often they are filled in 
with cast-iron perforated flooring. The best form of cast-iron flooring 
is one with long perforations, which allow the passage of a maximum of 
light. These perforations should, of course, run parallel with the cases, 
not only because if the stack is lighted from the side they thus allow 
more light to penetrate, but because transverse slits are apt to catch 
the toes of boots. 

Perforated decks have, however, the disadvantage of allowing dust 
to fall through to the lower tiers, and a better form of deck is one filled 
with roughened plate glass. 

Fire-resisting glass is sometimes used in such a position. 

The light which permeates either a perforated or glazed deck is 
not, however, usually effective after passing more than two floors ; and 
even two may perhaps be considered one too many. 

Where adequate side-lights can be obtained, slabs of slate or white 
marble arc sometimes used in the decks, being rubbed on the upper 
surface and polished on the soffit. White marble gives a very good 
diffusion of lii»hi. 

A (kick in a book stack need not generally be thicker than 4 in. 
over all, and consccjuently a spacing of 16 ft. 10 in. or 7 ft. floor to floor 
gives ami)le head room. W^here spaces are left between the decks and 
the shelves the hooks on the top shelf of a tier may if necessary project 
slisfhtly above the soffit of the deck above. 

The staircases in book stacks are usually of iron, and should be 
fitted with indiaruhbcr treads. The flights should be straight and not 
spiral, and generally there should be no winders. Proper hand-rails 
should be [)rovi(l(,*(l. The steps may be formed with 8-in. risers and 
9-in treads. 
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Book-lifts are of course most necessary where the stack system is 
used, and in large stacks there should be one or more lifts of a size 
sufficient to take two or three persons and a number of books. 

Stairs and lifts should always be placed as near as possible either 
to the entrances or to the spot to which the books are to be brought. 

It is also important that there should be communication by means 
of speaking-tubes or telephones" between the different tiers and the 
floor on which the librarian or other 
members of the staff are chiefly 
engaged. 

With regard to the lighting of 
stack rooms, the limit of efficiency of 
light passing downward through the 
decks of a .stack has already been 
mentioned. Similarly, with regard to 
the diffijsion of light horizontally, it 
has been found that, in a stack with 
narrow gangways, the light from side 
windows becomes inefficient at a 
greater distance than about 20 ft. from 
the glass. 

Thus a stack lighted from one 
side only must not be more than about 
20 ft. wide//«5 the width of a passage 
against the far wall ; while a stack 
lighted on both sides should not be 
much more than 40 h. plus the width 
of a central passage which, may often 
be with advantage lighted from 
above.t 

The windows of stacks are some- 
times carried up irrespective of the 

decks, these being stopped flush with the inner wall face and provided 
with rails. 
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Book Stores. — Hitherto the accommodation of such books ( 



* See Chapter III., p. 28. 

t Kortum and Sclimiit ('■ Handbuch der Archilektur : Bibliotheken," Art. 82), quot- 
ing existing examples, give 6 to 7 m. as the width for a slack lighted from one side and 
20 in. for one lighted from both. The latter measurement, of course, allou-s for a con- 
siderable central passage with generally a top-light over it. 



68 



PUBLIC LIBRARIES. 



as are in more or less common use has been considered, in the case of 

which accessibility is of importance. 

Though, as has been already said, "live" books should constitute 

the main, if not the entire stock of a municipal public library, there are 

nearly always a certain number of volumes which, while they cannot be 

altogether abandoned, are yet so seldom asked for that their accessibility 

is a comparatively unimportant consideration. 

In the average public library these would be accommodated in the 

less accessible parts of the ordinary cases, that is in the top and bottom 

shelves. 

Sometimes, however, and more especially in large reference 

libraries, their number is so great that some special accommodation 

becomes necessary. 

In such cases, as has been indicated, the need for economy of 

space assumes a far greater importance than the need of accessibility. 

Such an economy may, of course, be obtained 
by close spacing of the cases, and by carryinj,^ 
these to a considerable hei<iht and usini^ 
ladders for the upper shelves. But a still 
more economical and at the same time a less 
inconvenient system is that of rolling book- 
cases such as have been described above* 

(Fig. 49). 

The simplest form of store-room for thtr 
use of this system would be a room 9 ft. wide 
with a row of rolling cases standing endwise against each of the side 
walls and leaving a 3-ft. gangway in the centre, into which any 
case would be rolled from which a book was to be taken. If the 
cases were carried to the full height of the ceiling practically two- 
thirds of the whole cubic capacity of the room would be devoted to 
books (Fig. 50). 

These rolling cases can be arranged on the stack system, though, 
of course the decks must occupy more space than those described above, 
since they have to be of sufficient strength to support the rolling cases 
and have to provide rails for the rollers. 

Owing to their very occasional use artificial light is all thai 
need be provideci in book stores. They are therefore often placed 
in basements, and electric light can be obtained for them at a cheap 
rate.t 
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(.'haptcr IV., pp. 38 and 39. 



t See Chapter II., p. 16. 
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Heating is also unnecessary, though dryness and thorough ventila- 
tion are most essential. 

Store-Rooms for Files of Periodicals. — Files of periodicals 

are often accommodated in a very rough and ready manner in the 
general store-rooms. 

Where special rooms are provided for this purpose, the best 
method is to fit them with open racks, such as have been already 
mentioned,* both against the walls and on the floor. 

Librarians differ as to the details of arrangement, but as a very 
usual system, that of placing the racks for magazines and the smaller 
periodicals round the walls, and those for large newspapers in the centre, 
may be mentioned. 

The requirements of these rooms in respect of lighting, heating, 
and ventilation, do not differ from those of book stores. 



Chapter IV., p. 38, and Chapter V., p. 43. 
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Chapter VII. 
LENDING DEPARTMENT. 

As has been already indicated, the lending out of books has become a 
very prominent feature of public library work, and the space assigned 
to this department usually forms one of the most important sections of 
the building. 

The question between barriers and open shelves has an important 
bearing on lending libraries, and these may be considered to fall, as 
regards planning and arrangement generally, into two distinct classes 
according as the one system or the other is adopted. 



Barrier System. 

General, — Where the public are not admitted to the shelves, the 
lending department falls into two distinct sections : the first, that to 
which the public are admitted, and where they consult catalogues, apply 
for the books they require, and wait while these arc brought to them 
by the staff: the second, that in which the books are stored. This 
section, again, is capable of a further subdivision, space being required 
not only for the bookcases themselves, but for the staff who are engaged 
in the business of the department. 

As to the first of these sections, the space for the public must be, 
above all things, roomy, light, and well ventilated. 

There are always certain hours which borrowers find more con- 
venient than others in which to visit a library, and into these periods 
a large proportion of the day's work in the lending department is 
always crowded. Consequently in the planning of lending libraries 
the accommodation for borrowers must be calculated, not from the 
average of visits throughout the day. but from the number to be 
expected during *' flush" times; for confusion among the borrowers is 
entirely fatal to a rapid service. 

Occasionally the borrowers' space forms part c^f an entrance hall, 
sometimes even of a reading room. The former arrangement may be 
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satisfactory, provided the space be sufficiently ample to avoid con- 
gestion ; but when borrowers have to share a lo-ft. corridor with those 
entering and leaving other departments, the result is too often chaos. 

The other combination, that of borrowers* space and reading room, 
is entirely objectionable. Even where the two departments are separ- 
ated by a barrier, disturbance to the readers is inevitable. 

A good light is also essential, more especially where catalogues or 
indicators have to be consulted, or application forms filled in ; while 
during the ** flush " times the need for ventilation is only too often 
noticeable. 

There remains to be considered the accommodation for staff and 
books. 

The duties of the attendants in a barrier lending library are very 
various. Not only have they to charge issues and discharge returns, 
and to carry books to and from the shelves, but they must demand and 
receive fines, issue application forms and tickets, answer queries, and 
generally help and advise borrowers. Moreover, it is always uncertain 
at what particular moment the full complement of attendants may be 
required. The library may be at one minute quite empty of borrowers 
and full the next. Thus, for a considerable part of the day, some, if 
not all, of the attendants, who nevertheless cannot be allowed to absent 
themselves from the lending library, would perforce be idle were they 
not provided with sufficient space to enable them to carry on such work 
,as cataloguing and repairing in the lending library itself. It is also 
usual, especially where the staff is large, to provide a desk near the 
counter where a sub-librarian or superior attendant can work and be 
always at hand to assist and direct borrowers and attendants. 

A roomy and well-lighted working space for the staff, though often 
conspicuously absent, is therefore an essential feature of the lending 
department. The requirements of book rooms of various forms having 
been fully dealt with above, it remains to consider the relative dis- 
position and general arrangement of the three sections into which the 
department has been divided. 

It is obvious that in any barrier library the only possible arrange- 
ment is that which places the working space for the staff between the 
borrowers' space and the bookcases. The barrier itself will, of course, 
be placed between the public and staff, and always consists wholly 
or in part of a counter, at which the transfer of volumes and other 
business connected therewith is conducted. 

The requirements of this counter differ according as indicators are 
used or not, and the arrangement of the whole department is thereby 
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affected. Consequently indicator lending libraries will be next con- 
sidered, and then those in which ledgers or cards are the only system 
of charging employed. 

Barrier System — with Indicators. — The most important item 
in the planning of an indicator lending library is the counter, which 
has to be of sufficient length to accommodate the indicators, show- 
cases, and sometimes catalogues, and to provide spaces for the issue 
and return of volumes, for the payment of fines, and for inquiries. 
Different forms of indicator require, as has been said, different lengths 
of counter for the registration of a given number of volumes, and it 
is, of course, essential to know, before planning a lending library, the 
form of indicator to be accommodated and the number of volumes to 
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be registered thereby ; and the requisite length of counter will, of 
course, be considerably greater than that required for the transfer 
of books only. 

Indeed, in a library with a larjije stock, and where the whole of 
this is registered on indicators, the arrangement of the long counter 
required often becomes a difficult problem, while an increase of stock 
may mean that the whole department has to be remodelled. 

As a matter of fact the provision of indicators for the whole stock 
would seem to be quite unnecess;iry, and where they are used for 
fiction only the indicator space is reduced by about 67 per cent. 

The height of the counter should not. as has been said, e.-iceed 
about 2 ft. 6 in., or the numbers near the tops of the indicators will not 
be easily read by children and short persons. The indicators are 
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placed near the front of the counter, a ledge being left behind on which 
returned books and other articles may be temporarily placed. The 
unsightly appearance of the indicators may be to some extent cloaked 
by setting them in a screen (Fig. 51) placed on the counter. The 
greatest care must be taken to secure a good light throughout this 
department, and particularly on both sides of the indicators. 

The borrowers* space is only too often very narrow and incon- 
venient. Attempts have been made to prevent confusion by means of 
barriers, but any complicated system of sorting borrowers, unless the 
attendants were to devote their whole time to shepherding them, would 
inevitably lead to more complete chaos. The depth in front of the 
counter should not generally be less than 10 and, better still, 12 ft., 
more especially if this space is used as a passage to any other public 
room (see Fig. 79, p. 132). 
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52. Lending Library Counter showing space left for Staff. 

Great care is necessary in so disposing indicators or catalogues 
that there shall be no fear of con^i^estion in internal anHes of the 
counter. 

Economy of time in issuing books is of the greatest importance, and 
the gangways between the bookcases should run, if possible, at right 
angles to the counter, while in large libraries, where the distances are 
considerable, each indicator should be near the shelves containing the 
volumes registered by it. 

The ends of the bookcases should be hroui^ht as close to the 
counter as possible, a space of 3 ft. being usually sufficient. Where, 
however, there is no other working space for the staff in close proximity 
to the counter this must be obtained by setting the ends of a few of the 
cases well back (Fig. 52). 
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Barrier System— without Indicators. — The real object of 
the indicator is to enable readers and staff to ascertain whether a book 
is in or out without having to search the shelves. 

With a very small daily issue not exceeding, say, three hundred 
volumes, it is usually considered safe to depend upon the memory of an 
attendant, while, where the system of card charging is employed, the 
presence or absence of any particular volume can be automatically 
registered at the counter. Consequently the only advantage left which 
can be claimed by the indicator is that it saves the attendants from 
frequent interrogation. 




Massachuseits State Library. 



Whether such an immunity is sufficient compensation for the 
disadvanUigiiS, it is for the librarian to decide ; and certainly a very 
large section of the worlds librarians have answered in the negative. 
From the architectural point of view, indeed, a reduction of the length 
of the counter enables the lending department to be planned on an 
altogether more desirable system. 

l"he best patterns for Ijjirrier libraries without indicators, owing to 
their scarcity in this country, are to be found in America, where the 
indicator ha.s never been assimilated. 
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The two main sections and the subdivision into which the lending 
department has been divided, namely, the spaces for borrowers, books, 
and staff, may, with the abolition of the long counter, be realised in the 
plan itself : that is to say, the borrowers' space becomes one separate 
room, and often the working space for the staff a second, and the book 
room a third. The staff space, which takes the form of a workroom, 
often with other workrooms opening out of it. is placed, of course, 
between the book room and the borrowers' space {which is known in 
America as the de- 
livery room), and 
communicates on 
the one hand with 
the book room, on 
the other with the 
borrowers' space, 
from which it is 
separated by the 
counter or issue 
desk (see Fig. 70, 
P- "5). 

This plan has 
many advantages 
over that of divid- 
ing up one large 
room. 

In the first 
[^ace, in the winter 
time the delivery 
room and work- 
room require a 
much higher tem- 
perature than is 

necessary for the books, and if the book room is separated from these 
a great economy may be efl'ecied iii respect of heating. 

Moreover, this method makes possible the adoption of the stack 
system, while the stack, being hiddtn from the public gaze, may be as 
plain and inexpensive as possible. 

Lastly, a good workroom can he provided for the staff immediately 
behind the counter, and for the borrowers a dignified and even luxurious 
hall (Figs. 53 and 54). 

In America the delivery room usually forms the central vestibule 
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of the buildint^, giving access to the reading rooms. It usually errs, 
if at ail, in the direction of too great Hberalicy of space, while it is 
generally fitted with comfortable seats, catalogue cabinets, and tables ; 
though sometimes a separate catalogue room adjoins it. 

The best form of counter is one which curves outward into the 
delivery room. ;md gives a greater length on the public than on the 
staff" .side. A height of about 3 ft. is generally recommended. 

Of course in America there is more money available for pur- 
poses of library building than here, and the examples adduced are no 
doubt on a more lordly scale than can often be attempted in England, 
nor are they all taken from municipal libraries. 
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Open Access System. 

Oj>eii Shelf System.— The form of open access which seems 
likely to become common in the lending departments of British libraries 
is more accurately described as safeguarded open access. Where this 
system is a<l()pn;d, it is not. as in some American libraries, left practically 
to the choice of the borrower whether he registers his loan or not. On 
the contrary, he can only enter the library by returning a book previ- 
ously borrowed, or by showing his ticket, and can only leave it when 
another book has Ixren charged and his ticket left in pledge. 
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The logical division of the open shelf library is essentially different 
from that of the barrier library : the one section being in this case the 
accommodation for the staff, the other that for readers and books. 

From what has been said above it will be obvious that the staff 
accommodation must be near both entrance and exit to the book store. 

Usually it takes the form of an enclosure (Fig. 55) with an inside 
dimension of not less than 6 ft. by 10 ft., since, as in barrier libraries, 
the staff space must be used for miscellaneous work during slack 
times. 

At one end of this enclosure is the entrance to the book room, at 
the other the exit (Figs. 56 and 57). 




57. Stakf Enclosubk to Lending Ijbrarv, Kingston Public Liiirarv. 

Alfred Cox, F.K.I, B,A., Architect. 

It is a great advantage for an attendant, whether charging or dis- 
charging, to have only one borrower at a time at the service space, and 
consequently both those entering and those leaving the library should 
be marshalled into single file. This is done by making both entrance 
and exit in the form of gangways not more than 2 ft. wide, each gangway 
having at the end a wicket opened by a treadle latch worked from 
inside the counter. This gives the attendants complete control over 
borrowers arriving and leaving. 

Between the entrance and exit gangways and the working sjiace 
for the staff counters not less than 2 ft. wide should be provided. This 
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crives space for service and for the accommodation of charging trays. 
On the side towards the book room the counter should be returned, 
but with an opening 2 ft. 6 in. wide in the centre for the passage of a 
third attendant, who will be occupied during busy times in carrying 
returned books from the staff enclosure to the shelves. The remaining 
side should also be provided with a counter for returned books, extra 
trays, and apparatus generally. 

I n order to charge and discharge as quickly and easily as possible 
an attendant must have the trays on his left-hand side, and it should 
never be necessary to turn round to reach them. This may be secured 
by putting the entrance on the left, looking from the enclosure towards 
the book room (Fig. 55). The parts of the counter used for the trays 
should be protected by a low wire screen, while the side aw^ay from the 

book room may be 
protected in the 
same way or by a 
high glazed screen, 
where necessary an 
opening beingusually 
provided for inquiries 
(Fig. 56). It is, of 
course, preferable 
that the entrance 
and exit gangways 
should not have 
doors at the ends, 
but should either be 
open to the entrance 
vestibule {Vig. 56) or to a wider corridor within the lending library 
itself (Fig. 57). 

Such a staff enclosure with one entrance and one exit wicket, and 
worked by three attendants, will easily suffice for an issue of say 1,000 
volumes a day. Where, however, the issue reaches 1,400 or 1,500 
volumes, the work will be found to be beyond their capacity and some 
new arrangement must be adopted. One method of meeting such an 
increase is to divide the borrowers into two classes accordine to their 
initials. I^\)r each class a separate entrance wicket and a separate 
attendant is necessary (Fig. 58). 

As regards the exit, books can be charged and readers despatched 
so (luickly that it is doubtful whether two wickets are essential, though 
these may be j)rovidcd if there is space. This arrangement would, how- 
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ever, have the disadvantage of making a double set of book-cards, if not 
indispensable, at any rate desirable, and as it would require not only 
more space but an extra attendant, it would be best if possible to avoid it. 

The double system, is of course, put into practice only during busy 
times, the use of either wicket for either class or both being notified 
by a placard fixed between the wickets. 

A good arrangement would be to separate the two classes before 
they reach the service space by a low barrier, as shown in the illustra- 
tion, another placard being displayed at the outer end of this. An 
opening would, however, have to be left opposite the service space in 
order to obviate the necessity of borrowers having to return after enter- 
ing the wrong gangway (see Fig. 58). 

Inside the entrance wicket accommodation must be provided for 
catalogues and show-cases. An excellent plan is to provide a separate 
catalogue room near the entrance wicket, an arrangement which will be 
dealt with below.* 

Where the catalogues have to be actually in the lending library. 
it is not recommended that they should be placed on the counter, as 
it is important that as much of this as possible should be left free for 
staff purposes. They should, however, be placed as near as jx)ssible 
to the counter in order that the staff may give assistance to those con- 
sulting them, and it is well, if space be available, that tables and chairs 
should be provided close to the catalogues and also to the show-case, 
so that a visitor, in the one instance, may consult the cards in one drawer 
without blocking those near it : in the other, examine the new hooks 
from the show-case before decidingr what to borrow. 

Further, as has been said in connection with barrier libraries, a 
desk should usually be provided for a superior attendant in the book 
room, but in such a position that he is accessible to the staff within the 
enclosure as well as to the public. 

The arrangement of the bookcases is a most important considerc*.- 
tion in an open-shelf lending library. Generally speaking, the gani^wa;s 
should run directly away from the staff enclosure to facilitate supervision, 
while sometimes the American plan of radiating cases is adopted-*- (see 
Figs. T"] and 78, pp. 130 and 141). 

Shelf classification, which assumes great importance whcMc the 
public are admitted to the shelves, is really a question for librarians 
rather than for architects. It must, however, be remembered that 



* Chapter X., pp. 99-101. 
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some classes, prose fiction for instance, are more apt to attract crowds 
than others, and a good deal may be done by a judicious distribution of 
the different classes to ensure the free circulation of the borrowers. 

It is important, too, that the position of any class should be readily 
recognisable. This can be ensured by the use of conspicuous placards, 
while a key-plan of the shelves should always be placed near the 
catalogues. 

A good light on the shelves is, of course, very important, and 
vertical windows should be carried as high as possible in order that 
borrowers may not get in one another's light. 

Conclusion. — Such, then, are the different methods employed in 
the lending departments of public libraries, and it is the business of the 
librarian and not of the architect to choose between them. 

Sometimes a combination of the barrier system with open shelves 
has been tried, the former for fiction, the latter for the other classes. 
This necessitates the separation of the one class from the rest of the 
stock ; nor, once the principle of open access is recognised, does there 
seem any necessity to complicate the work of the department by such a 
compromise. 
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Chapter VIII. 

« 

READING ROOMS. 

General. — For reading of any kind, quiet and light are above all things 
necessary. 

Freedom from disturbance, though to some extent secured by the 
avoidance of resonant floors and such constructional details, must, in 
the main, be compassed by a judicious disposition of the building 
generally, and a purposeful arrangement of the reading rooms them- 
selves. 

That is to say, not only should the reading accommodation be 
isolated as completely as possible from the traffic of entrances, lending 
libraries, and so on ; but the tables or desks in the rooms themselves 
should be so placed that any one may pass to or from any seat without 
disturbing those actually at work. To this end a liberal allowance of 
space is, of course, essential, and in no circumstances should the desire 
to provide accommodation for the greatest possible number of readers 
be allowed, as it only too often is, to result in overcrowding, since it is 
surely preferable that a few should be enabled to do profitable work 
than that many should be accommodated under conditions which make 
serious study impossible. Economy of space is, however, as has been 
already said, of the greatest importance, and in so far as such economy 
can be furthered by the purposeful disposition of the fittings and furniture 
in reading rooms, this consideration must, of course, be allowed full 
weight. 

This question of the disposition of the furniture is conditioned not 
only by the nature of the furniture itself, but more especially by the 
shape of the room and the distribution of the light. 

Thus, in ordinary rectangular rooms, if the lighting is from vertical 
windows, the reading tables or desks should be placed at right angles 
to the walls in which such windows occur, so that the light is thrown 
lengthwise from the ends of the tables and no reader is hampered by 
his own shadow or by a light directly in his eyes. In such rooms, if the 

F 
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tables or desks are used for writing as well as for reading, it is im- 
portant that the strongest light should come from the left. Gener- 
ally it is quite sufficient if half the seats at each table give this 
advantage, and therefore double tables with readers seated on each 
side are generally used (Fig. 59). In special cases, however, single 
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desks or tables with seals on one side only are preferred (Fig. 60). 
When such arc used in a room lighted from both sides, the desks in 
each half of the room ma\' face the reverse way to those in the other, 
so that each set of labU's may get the strongest light from the left. In 
very large rooms, li<rhted from one side and one or both ends, it is 
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sometimes desirable, in order to avoid shadows, that the desks or tables 
at the ends of the rooms should be placed at right angles to the end 
walls, though this method involvc-s a considerable waste of space. 

Where the spacer and light are both ample, the disposition of the 
tables need not of necessity follow that of the windows, though such 
an arrangcMnent is. ofcoursc.', in many ways preferable. Where the tiiblcs 
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have to be brought near to the wall, or where the sills are high, the 
tables should be placed directly opposite the windows, and the sills 
must be sufficiently splayed to prevent their shadow from falling on 
the tables. 

In the same way, if the tables are placed opposite the piers, the 
jambs must be bevelled sufficiently to allow the light to be thrown on 
the ends of the tables nearest the wall. 

In the case of rooms which are hVhted from above the arran<re- 
ment of the furniture is not bound by any of these conditions, and can 
follow more freely the dictates of convenience and economy. 

As has been indicated above, it is most important that the dis- 
position of the furniture should be such that a reader after entering the 
room or obtaining books from a counter may be able to reach any seat 
without disturbing those already at work. This must depend, of course, 
to a large extent on the position of the room in relation to the other 
parts of the building, the entrances, counters, and so on. In every 
case, however, liberal passage room and frequent cross-gangways are 
essential to easy and direct traffic. The actual dimensions of the 
gangways will, of course, vary according to the kind of reading for 
which any particular room is intended. That is to say. in rooms 
devoted to especially studious work freedom from disturbance is more 
essential, and a more liberal s|)acin<;- is therefore,* necessary, than in 
rooms used solely for magazine reading. 

No doubt a spacing which results in an allowance of 50 sq. ft. per 
reader, such as is sometimes found in American reading rooms, is to 
be admired, but, under the conditions prevailing in this country, such 
liberality would be nothing short of extravagance, and 24 to 25 sq. ft. 
must be considered a very ample allowance.* 

The amount of table space required for each reader has already 
been dealt with above, t and there remains to be considered the width 
of the passages between the tables and that of the cross-gangways at 
their ends. It may be safely affirmed that in the case* of double tables 
or desks the space between, which has to accommodate two rows of 
seats and at the same time provide passage room, should in no 
circumstances be less than s ft., and, where movable chairs are used, 
6 ft. should be considered a minimum. Indeed, even a 6-ft. passage 
should only be considered sufficient where the tables are .short and the 
passage intended solely for access to the seats on either side of it. 
Where such passages are intended to give access to any other part of 
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the room, the space should be increased to, at the very least, 7 ft. ; and 
this again may have to be increased proportionately to the amount of 
the traffic. 

With single tables or desks a space of 3 ft. may be considered 
sufficient for access to the seats only, provided always that the desks 
are in short lengths with frequent cross-gangways ; but this again, as 
with the double tables, may have to be increased. 

For cross-gangways intended merely for the purpose of allowing 
persons to pass on occasion, a space of 2 ft. is sufficient between the 
ends of the tables and the walls, and 2 ft. 6 in. or 3 ft. between one 
table and another ; but this must be increased to 4 ft. if intended for 
anything like regular traffic. 

Where circular and oval tables are used (see Fig. 74, p. 129) the 
spacing is of necessity very liberal, and it is unnecessary to fix any 
rigid dimensions. 

No general remarks on reading rooms would be complete without 
some brief mention of those of circular and semicircular form, though 
their desirability in the case of municipal public libraries is more than 
doubtful. 

Circular reading rooms are often lighted from above, "and con- 
sequently the disposition of the tables is not dictated by that of 
windows. 

Vertical windows, however, give a very good diffiised light in a 
circular or semicircular room. No special tables need be used, though 
their arrangement needs care (see Fig. 78, p. 130). 

If a circular reading room is used largely for periodical reading, it 
is, of course, better to use a few small tables of the ordinary type very 
liberally spaced (see Fig. y^, p. 128). 

Reading Rooms for Periodicals. 

Under the present head will be discussed, in the first instance, 
those rooms in which the daily and weekly periodicals are provided: 
in the second, rooms for the accommodation of readers of magazines, 
monthly and quarterly. 

Often one room serves both these purposes, and a few remarks on 
this combination will he appended. 

Newspaper Reading Rooms. — In this country the newspaper 
reading rooms form a much more considerable feature of public libraries 
than elsewhere, and, if judged by the amount spent on them in respect 
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of site, fabric, and furnishing, in maintenance and provision of literature, 
would often appear to be the most important section of the. institution. 
How far the educational value of daily and weekly newspapers balances 
the expense, often nearly a third of the whole cost of the library, and 
how far the abolition, or at least the reduction, of this department is 
diesirable or possible, is, as has been said, a question which the librarian 
and. the library authority can alone decide. 

The literature provided in a room such as we are considering falls 
into two classes : the first, the ordinary daily broadsheet : the second, the 
weekly papers, illustrated and otherwise, the technical journals, and so on. 

The method of accommodating the daily papers on reading slopes 
has already been mentioned and the fittings described (Chapter V., pp. 
48.50). 

The space occupied by the newspaper slopes themselves is con- 
siderable, and they further require very liberal spacing. When double 
stands are used, the gangways between them should be never less 
than 6 ft., and 6 ft. 6 in. is preferable. Consequently, with stands 
2 ft. 6 in. wide the minimum spacing, centre to centre, should be 
& ft. 6 in. 

Wall slopes, however, as has been already stated, are far superior, 
since they cause less interruption to supervision as well as to ventila- 
tion, and also because the whereabouts of any particular paper can be 
seen at once by any one entering the room. 

Where used, double slopes should, of course, unless the room is 
top-lighted, be placed at right angles to the walls in which the windows 
occur (Fig. 61). 

It is an advantage if the direction of the gangways is such that 
they can be easily scanned by the staff. 

Wall slopes, except in top-lighted rooms, should be placed under 
the sills, the height of which will have to be not less than 6 ft. above 
the floor. Windows over slopes should always be provided with blinds 
which can be rolled upward from the sill to keep the glare out of the 
eyes of the readers on bright days. Indeed it is an advantage to keep 
the sills slightly above the eyes of the readers, and a height of 6 ft. 6 in. 
or even 7 ft. is desirable. 

If double slopes are used, it is best that they should be placed in 
the part of the room nearest to the entrance, since there is usually more 
coming and going among the readers of daily papers than among the 
others, and this arrangement, therefore, involves least disturbance to 
the latter (see Fig. 75). 

Where, on the other hand, wall slopes are adopted, the readers 
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II occupy the centre of the 



of weekly papers and technical journals 
room (Fig. 62). 

In this case it is most important that ample space should be left 
between the reading slopes and the tables or desks, more especially 
since with this arrangement a good deal of the traffic is apt to follow 
the newspaper slopes round the walls. An absolute minimum should 
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be considered to be 7 ft. where seats have to be accommodated, and 
4 ft. or 4 ft. 6 in. at the end.s of tables. 

For readers of weekly papers and others reading tables or slopes 
such as those already described are provided, and the rules governing 
the disposition of such furniture have already been given.* 

With regard to the methods of displaying these forms of jx^riodical, 

* Pages 83 and 84. 
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whether they are to be kept loose on the tables, or in table racks, 
or tied down, or whether they are to be placed in wall racks, is 
another of those questions which must be left to the librarians. The 
architect must, however, be prepared to provide accommodation for 
whatever fittings may be required in any particular instance, includinir 
racks for time-tables, newspaper files, and so on. Not infrequently, 
certain periodicals are not displayed in the reading room, but are pro- 
duced on application to an attendant. Where this is the case a short 
counter, from 3 to 10 ft. long according to circumstances, should be 
provided, as near as possible to the entrance to the room, with, if 
necessary, a box for an attendant and accommodation for the retained 
periodicals. It is, of course, a great advantage, if possible, for this 
counter to adjoin the lending library or some place where there arc 
attendants continually employed. 



Magazine Reading Rooms, — The accommodation for magazine 
readers does not necessarily differ materially from that required by 
readers of weekly papers. The methods of displaying them are similar 
and equally numerous ; and in each case the space must be calculated 
to accommodate such fittings as the system adopted may require. 
As has been mentioned above, some librarians prefer to keej) 
magazines behind a barrier and let them out on application ; an 
indicator, already described, being used to show which are in and 
which out. 

This method certainly avoids the confusion which is inevitable, 
when the readers are requested never so earnestly to replace them in 
the racks or even to leave them on the tables, while the disadvantages 
of tying them to their places are many. 

It has already been suggested that a very pleasant arrangement 
for magazine readers is a rather free disposition of tables and chairs 
liberally spaced. It is to many persons far more comforiahle not to 
feel lx)und to sit in any particular position, nor, unless they wish it, 
close to a table. A magazine reader often prefers to sit in a comfort- 
able chair with a magazine on his knee or held in his hand and, w itii 
systematically arranged tables and close spacing, this would involve 
the blocking of the gangways between. Conse(]uently, as has been 
suggested above, liberality of fioor space is more desirable than the* 
provision of much table space (Fig. 63). 

Such a system of furnishing reading rooms is conmion in Ame^rica 
and has been tried in this countrv with success. 
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General Periodical Reading Rooms. — Frequently one large room 
is provided for newspaper and mj^;azine readers together. 

In this case the magazine readers will generally be accommodated 
at the same tables as the readers of weekly newspapers. 

Generally it is best, where possible, to place the tables for magazine 
readers In the quietest part of the room : that is to say, the part most 
remote from the entrance. Indeed a selection of the more serious 
magazines is not infrequendy housed in thie reference reading room, an 
arrangement which will be further dealt with below. 

Often time - tables, gazetteers, directories, and other " quick- 
reference" books are placed on open shelves in the periodical room. 

Women's 
Reading 
Room s. — I n 

many libraries 
special reading 
rooms have been 
provided for 
women only: 
generally with in- 
different success. 
The truth is, that 
most of them do 
not care to be 
considered .as 
creatures apart. 

Where, how- 
ever, the architect 
is instructed to 
provide such a room, he must remember that it is quite a mistake to 
suppose ihiit privacy is desirable. On the contrary, women's rooms 
have been found to rc<iuirc more supervision than those in which the 
presence of the sterner sc-\ acts as a check : mutilation of papers, par- 
ticularly those containing fashion-plates, being far too common. 

The literature j)rovided in such a room consists of weekly papers 
and niaj^'a?.ines. especial!)-, of course, those attracti\e to the feminine 
mind, and the furniture required differs in no way from that already 
recommended for the same classes of literature in other reading rooms. 
If public lavaiories are provided, that for wonien should, of course, 
open from their readinjr room. 




63. Keferknce Avn Rf.adin'c Room, Carnegie Library, 
Homestead, U.S.A. 
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Juvenile Reading Rooms. — Whether children should be 

separated from adults in public libraries is a question which has pro- 
voked a good deal of discussion among librarians, but which is really 
outside the province of the present work. 

In America the children's reading room is a universal and very 
important item of library accommodation. In this country many 
libraries provide not only reading accommodation but a special lending 
department for children. 

For juvenile rooms a superficial area of 18 ft. per reader, or even 
less, may be considered sufficient ; and the heights of seats, tables, 
shelving, and counters should be less than those recommended for 
adults ; while, to some slight extent also, the dimensions of gangways 
and passages may be reduced. 

The furniture and fittings are often cheap, and such as is not 
damaged by rough usage. 

Sometimes juvenile lending libraries are provided, usually in 
combination with the children's reading rooms ; and where girls and 
boys are separated, the juvenile book store may be placed between the 
two, so that both sexes may be served by one attendant. 

Often there is a separate entrance, and, when the department 
is on an upper floor, a separate staircase. Such an entrance should 
be so arranged that it can be thoroughly supervised by the staff, and 
the same should apply to the staircase, where this is necessary. It is, 
of course, far preferable that the children should be able to reach their 
room without having to climb a staircase, and where there is not room 
for the juvenile accommodation on the ground floor level it is a good 
plan to place it in a basement or half-basement which may be approached 
by external steps and a separate entrance. The chief disadvantage of 
rooms below the ground level is, of course, the difficulty of obtaining 
daylight, but, since children*s rooms in public libraries are chiefly fre- 
quented after school hours in the winter evenings when artificial light 
is necessary, this consideration is not so important in their case as in 
that of others. 

Where stairs are necessary, the risers should not be higher than 
6 in., and straight flights without winders are desirable. There should 
be not less than eight or more than fourteen steps without a landing. 
Long flights are obviously dangerous ; while short flii^^hts tempt 
children to jump instead of descending step by step. 

Some authorities recommend box stairs, others open staircases 
with balusters. Continuous grilles] or high balustrades are, however, 
safe, and do not interfere with supervision. Wooden hand-rails should 
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always be provided, and sometimes, if the ages of the children vary 
much, that is to say, if the age limit of the adult rooms is high, two 
hand-rails at different heights, one below the other, are recommended. 
If boys and girls are to use separate reading rooms, it would appear 
only logical that they should be provided with separate staircases. 
Indeed, when the juvenile rooms are at the top of the building, there 
should always be two good staircases for use in case of fire. 

The supervision of boys' and girls' reading rooms, staircases, and 
entrances is most important, since, when separate juvenile accommoda- 
tion is provided, the want of the restraining presence of their elders is 
noticeable. 

With regard to the furniture of juvenile rooms, the heights of such 
fittings as counters, chairs, tables, and so on, depend, of course, to a large 
extent upon the age limit below which children are excluded from the 
adult rooms. 

The following table,* compiled for the use of schools, gives the 
approximate heights of desks or tables for readers of varying ages. 
This, of course, must only be taken as a basis for suggestion, as 
children vary greatly in growth and height. 

A Height of Height of 

^ Seat. Table. 

Adult - - - 17 in. 30 in. 

16-21 - - - 16J „ 29 „ 

12-18 - - - - - iSi ,. 27\ M 

10-15 - - - - Hi „ 25i „ 

8-12 - - - - - i3i » 23 „ 

5-8 - - - - - 12 „ 21 „ 

Sometimes, however, a rather greater height of seat in proportion 
to that of the tables is thought desirable. In the children's room of 
one American library! tables and chairs of varying heights are used. 
These are as follows :- - 

Height of Seat. Height of Table. 

i/i in. ----- 30 in. 

l6i „ - - - - - 28 



2 »» "^ »' 



14 „ - - - - 22 



Unless the age limit of the adult rooms is high, it is better to have 
one height rather than several, since it is difficult to get the .small 
children to sit at the low tables, and the reverse. 



* See '* Modern School Duildings," by F. Clay, p, 60. 
t Carnegie Library, Atlanta, Georgia. 
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At the same time the seats and tables must on no account be too 
low for the larger children, and it is best to provide furniture of 
dimensions suitable for these, and to provide cushions to raise the 
smaller ones, and, what is most important, footstools that they may not 
have to sit with their legs dangling. 

Where open shelves are provided in the children's room they 
should be kept low, the top of the highest being not more than, say, 
4 ft. 6 in. 

C hi Idren's 
rooms should be 
made as attractive 
and cheerful as 
possible. Some 

American libraries, 
though many think 
that child- worship 
is carried to excess 
in that country, 
give very good ex- 
amples of how 
these rooms should 
strike the observer 
(Fig. 64). 

Other Read 
ing Rooms. — 

Besides the rooms 

already mentioned 

in this chapter, 

there are other 

subdivisions of the reading accommodation to be found in public 

libraries, noticeably students' and ratepayers' rooms. Of these, the 

first will be treated in the following chapter, which deals with rooms 

for reference work and the more serious forms of reading. 

Of ratepayers' rooms all that need be said is that, provided the 
ordinary rooms are decent and well conducted, there ts no need for 
the introduction of invidious privileges which are entirely opposed 
to the spirit of an institution which is essentially democratic. 




64. Los Anckles (Cai..) I'oht.ic Library. 
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Chapter IX. 
REFERENCE DEPARTMENT. 

Although the advantage of being able to take a volume away for 
home reading is often considerable, there is nevertheless a large class of 
readers whose requirements cannot be met by any one or two volumes, 
and a reading room where they can consult any volume in the library 
is usually provided. It is in this department that all the more serious 
study in the library is clone, and therefore those conditions specified 
above as essential to profitable reading must be here more particularly 
insisted upon. Usually, too, a considerable proportion of the stock of the 
library is assigned to this department, consisting of such works -as are 
not considered suitable to the lending department, whether because of 
their size or because their absence would be likely to be inconvenient. 

How far and in what manner the stock of the reference library is 
separated from the rest depends entirely upon the views of the librarian 
and his methods, and the various arrangements will be discussed below. 
But whether the main stock is amalgamated with the rest or distinct 
from it, there always are or should be a certain number of open shelVfes 
in the reading room itself to contain the most frequently used works of 
reference. Generally speaking, the reference, as the lending depart- 
ment, may be di\'ided into two classes, according as the barrier system 
or open shelves arc ad()[)ted ; and of these the former class will be first 
considered. 

Barrier Reference Libraries. — Barrier reference libraries may 

be subdivided into two distinct classes, the one in which readers and 
books occupy the sanu^ room, the other in which they do not. 

Where readers iind lM)oks occupy the same room, the public may 
be kept from the shelves either by locked wire doors on the cases 
themselves or by barriers j)Iaced about 3 ft. in front of them. The 
use of doors is not recommended, as they cause a good deal of trouble to 
the attendants who hav(' lo i^et the books, and the barrier is preferable. 
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This is generally so arranged that an attendant seated at a desk behind 
a counter, which sometimes itself forms the barrier, may pass behind, 
the barrier to any part of the shelving. For this the most economical 
arrangement is, of course, that of parallel floor - cases with narrow 
gangways. At the counter, which should be near the entrance and 
should have ample space in front of it, readers apply, usually on a 
signed form, for the books they require. The catalogues are sometimes 
placed on this counter and should always be near it, as also should be 
any open shelves, and such fittings as directory-stands and map-cases. 

The desks or tables should be so arranged that readers can pass, 
as directly as possible and without disturbing others, from the counter 
or open shelves to any seat which may be vacant. 

If the plan allows of the counter being served by an attendant in 
the lending library, this is an economical arrangement and facilitates 
the fetching of books if any be required from the lending stock. Care 
must be taken, however, that reference readers are not exposed to 
disturbance from the coming and going of borrowers. 

Where the stock is very large, it is usual to store it entirely apart 
from the reading room. 

In American barrier libraries, where the whole stock of the library 
is usually stored together in one stack, the reference reading room often 
opens out of the central delivery room, the reference readers applying 
for books at the same counter as the borrowers and taking them into 
the reading room themselves ; while sometimes a part of the counter 
extends to the reference reading room, the books being issued in the 
room itself. 

The former method has the advantage of keeping the inevitably 
disturbing business of issue, with its accompaniment of queries and 
explanations, entirely outside the reading room, and further, of 
abolishing the necessity for two catalogues. 

There seems, however, to be an inclination in this country to keep 
reference readers entirely separate from borrowers, and certainly British 
librarians would not be so trustful as to adopt some plans which have 
been adopted on the other side of the Atlantic, and which appear to be 
specially designed to encourage theft. 

Where the whole stock of a library is devoted to reference readers, 
the reading room will usually take the same position in relation to the 
staff working space and book room as is occupied by the delivery room 
in a lending library, though it is best that a lobby or corridor, at any 
rate partially separated from the reading room itself, should be provided. 
With such an arrangement it is important that the counter should be 
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not only near the entrance but so arranged as to allow of the most 
direct possible access to any part of the reading room {Fig. 65). 

For very special work, small studies of various sizes are sometimes 
provided as near as possible to the book room (see Figs. 68 and 70. 
[)p. 100 and 125). These must, of course, be well Hghted, and may 
be anything in area from 100 sq. ft. upwards. There is no necessity 
in this case for any counter, since, the work being of a very special 
nature, books can be carried to the rooms by the attendants. Small 
tables and a few chairs are all the furniture required. 




Open-Shelf Reference Libraries.— Open.shelf reference 



libraries may, in the same way ; 



barrier libraries, be divided into two 



classes, according as llie reference books are stored sejiaratcly or. as is 
most u.sual. in the reading room itself. 

Where the reference stock is very small, it may be stored m »all- 
cases round the reading room (Fig. 66), and sometimes the shelvint^ i-s 
carried to a considerable height, the upper shelves being approached by 
^'alleries or ladders (Fig. 67). The objections to ladders and galleries 
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for public use have been sufficiently demonstrated above, and, where 
a reference room is arranged on this principle, the upper part of the 
cases should be u^ed only for bound magazines and volumes seldom in 
request, while the ladders should not be allowed to be used except. by 
the staff. Even with this restriction, however, the arrangement has 
the disadvantage of exposing the books in the upper shelves to serious 
injury from the impure and heated air which always collects near the 
ceiling unless an unusually efficient system of ventilation is secured. 

A far better system is to arrange parallel floor-cases in part of the 
room, leaving the remainder for reading tables or desks. 

Sometimes these floor-cases are arranged to form alcoves for 
readers, a system which has many aesthetic recommendations and a 
certain historical interest. Its disadvantages, however, are : in the first 
place, wastefulness of space ; since, to allow of a double-sided table, 
chairs, and passage room to the shelves, the alcove can hardly be less 
than about 12 ft. inside the shelving, and should be more to secure 
freedom from disturbance for those reading in them : in the second, the 
impossibility of supervision. 

On the whole, then, the system previously suggested is to be 
preferred, though in large libraries it is always an advantage if a reader 
can obtain a seat near the particular class with which he is working, 
while the accommodation for those consulting quick-reference books 
and for readers of magazines also, if such are included, should be kept 
as far as possible distinct. At the same time, it is generally desirable in 
arranging the tables to secure the most direct possible access from any 
seat to any part of the shelving ; and whether double or single tables 
or desks are used, these should be so arranged that the gangways run 
in the same direction as the bookcases. 

As in barrier reference libraries, accommodation must be pro- 
vided for catalogues, unless there is a separate room for these, and 
there will also probably be directory-stands, and separate shelves for 
quick-reference books. In almost every case, except, of course, where 
the counter of the lending department is in sufficiently close proximity 
(see Fig. 67), a desk is provided for an attendant ; while it is most 
usual, as a safeguard, to make readers sign their names on entering the 
room, and therefore a desk or counter accommodation for a ledger is 
necessary. Sometimes, as in the illustration, readers are admitted to 
the reference library l)y means of a wicket and treadle latch worked in 
the staff enclosure of the lending department.* The catalogues should 



For Plan, see Fig. 72, p. 127. 
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be near to the bookcases as well as to the entrance, a consideration 
which would suggest as the most satisfactory arrangement one in which 
the entrance, with the fittings just mentioned, should come in a position 
intermediate between the reading tables and the bookcases. 

In American libraries, in which, as has been said, the whole stock 
is usually stored together, space is sometimes left in the general book 
room for the reference readers or for special students {cf. Fig. 69), and 
where there is accurate shelf classification so that a reader can be 
among all the books on his subject, this system is strongly to be 
recommended. 

Another system is one which allows reference readers to take 
books from the book room to a reading room opening out of it. This 
has been done in the United Kingdom in connection with the open- 
shelf lending library, though how far the confusion of reference readers 
with borrowers will recommend itself to the generality of librarians is 
doubtful. 

Probably, more especially where reference readers have to sign 
their names before using the books, many librarians would be willing to 
allow them to have access to the lending stock upon presenting at the 
staff enclosure of the lending library a form signed by the attendant in 
the reference room ; though it is again a matter of speculation whether 
the average library committee would sanction such an arrangement. 



Rooms for Special Subjects and Collections. — Occasionally 

separate rooms are provided for special collections, which may be 
either books on special subjects or donations given on the condition 
that they are kept intact. 

The system of separating certain classes, and providing, for 
example, special rooms for fiction and for history, is not generally 
approved in this country, and would certainly not often be possible 
or desirable in municipal public libraries. Special collections or dona- 
tions, however, when of sufficient size, are frequently accommodated 
in separate rooms. 

These rooms, except that they are on a smaller scale, differ in no 
way as regards their requirements from other reference rooms ; thoucrh 
usually the proportion of book accommodation to reading space is 
smaller than in the latter, and very frequently such collections can 
be stored entirely in wall-cases. 

It is, of course, advisable where possible, for the sake of economy, 
that such rooms should, when the shelves are open, be su[)erviscd 

G 
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by the attendants employed in either the reference or the lending 
department. 

Sometimes, if the collection is artistic or scientific, space has to be 
provided for the display of works of art or specimens.* 

Conclusion. — The small studies sometimes provided for very 
special work have already been mentioned, and are often found very 
useful, as is the provision of students' tables in large book rooms.f 

With regard, however, to students' reading rooms generally, their 
presence might often be regarded as a confession of the shortcomings 
of the reference reading room. 

Provided that this is adapted to its purpose, that is to say, if it 
is so arranged as to ensure favourable conditions and encourage 
studious reading, there can be no reasonable excuse for establishing 
what is entirely foreign to the whole spirit of a public library, namely 
a privileged class. 

Very frequently the reference reading room is, as has been said, 
also a magazine room, and although the presence of a few of the 
superior magazines may be useful, yet an influ.x of ordinary magazine 
readers cannot hut destroy the studious character of the room, and 
therefore such a combination, except within strict limits, is to be 
avoided. 

The provision of a students* reading room in a very large library 
devoted chiefly or exclusively to reference work is less objectionable ; 
but in most cases the provision of a few small studies or tables in the 
book rooms would meet all the real requirements in this direction, and 
make invidious distinctions less conspicuous. 



* Sec also under "Spare Rooms," pp. loi and 102. 
t Cf. Figs. 68, 69, and 70. 
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Chapter X. 
OTHER PUBLIC ROOMS AND SPACES. 

General. — In addition to the depirtments dealt with in the foregoing 
chapters there remain to be discussed, in the first place, such further 
items of public accommodation as are not indispensable to the working 
of a library, yet may be held to enhance its utility : in the second, 
such necessary parts as entrances, vestibules, and staircases, all of 
which will be considered in the present chapter. 

Public Catalogue Rooms. — In the precc^ding chapters the 
accommodation of catalogues has been touched upon, and the use of 
special rooms for their accommodation has already been mentioned. 
The position and requirements of such special rooms depend upon the 
arrangement of the library generally and upon the form of catalogue to 
be accommodated. A catalooue room for the accommodation of card 
catalogues should provide space first for the cabinets themselves, 
secondly for tables and chairs at which readers may consult the cards 
after removing the drawer they require. When sheaf catalogues are 
used, the walls will, of course, be fitted with pigeon-holes, and tables 
and chairs will be necessarv in this case also. 

In American libraries the cataloofues for the whole stock are 
usually kept in the delivery room, or sometimes in a special room 
opening out of this, and easily accessible to reference readers (Fig. 69 
p. 100). 

It is, of course, a oreat advantai^e if one catalo^^ue room and one 
catalogue can be made to suffice both for reference readers and 
borrowers. It would, however, be hardly possible, where open shelves 
are adopted, to provide a common catalogue room for the whole 
library which should be open to borrowers and reference readers. 
A suggested plan for meeting this difficulty is to provide a double 
catalogue room with an entrance from the lending library on one side 
and the reference room on the other, the readers in the one department 
being separated from the borrowers in the other by a row of cabinets 
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or pigeon-holes, according to which form may be in use. If card 
cabinets were used the drawers would be so made as to pull out in 
either direction, while the space above would either be left open or 
glazed so that a person on one side wishing to consult a particular 
drawer would be able to see if any one on the other side was just going 
to take hold of it. 

If pigeon-holes for sheaf catalogues were used it would, of course, 
be necessary for each to have the letters contained in the particular 
sheaf clearly printed on the woodwork. 

Lecture Rooms. — The provision of lecture rooms in connection 
with public libraries cannot but greatly enhance their educational 
efficiency, and among progressive librarians they are already considered 
essential. 

These rooms in public libraries are used mostly at night, and they 
are often, therefore, placed in a basement (^/. Fig. 8i, p. 134). This 
should, however, only be done when their windows can be at some 
distance from the nearest roadway. Otherwise the noise is a great 
drawback. 

It is well to provide a platform and to leave a large area of smooth, 
dead-white wall at this end of the room for magic-lantern pictures, and 
it is also wise to consider the position of the lantern when arranging 
the electric wiring, and to provide plugs with which the arc-light of the 
lantern may be conveniently connected. A special gallery for the 
lantern is often provided about half-way up the wall opposite the screen. 
An excellent plan is to place the lantern in a separate room on a 
balcony or shelf. This has the advantages, especially where cinemato- 
graph exhibitions are given, of giving complete isolation in case of fire, 
and allowing the operator to work in full light. 

A method of signalling should be arranged in connection with a 
lecture room lantern ; and it is very desirable, if scientific lectures are 
given, to have gas, electric current, and water carried to the platform. 

It is not generally necessary to provide stepped floors in these 
rooms. 

Spare Rooms. — There are many other details of public accom- 
modation which are to be found in existing public libraries, such as 
smoking rooms, conversation rooms, museums, and art galleries ; 
though as a general rule it may be said that any unnecessary multi- 
plication of parts tends to increase the difficulties of supervising and 
working the library. 
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Sniokinij rooms would certainly be a blessing to those whom a 
long stay in a library deprives of their wonted stimulus to thought,. but 
-whether their introduction is to be altogether recommended is a question 
for librarians to answer, and it is usually answered in the negative. 

Conversation rooms may certainly be introduced in large libraries, 
and their presence has the advantage of being a continual reminder of 
the fact that conversation is not permitted in the reading rooms. In 
small libraries, however, their advantages cannot be considered equiva- 
lent to the loss of space and income involved in their provision. Such 
libraries should be arranged exclusively with a view to the efficient. 
performance of the proper work of the library, and of this conversation 
is no essential part. 

On the other hand, the addition of a large room, which can be 
used for committee meetings, lectures, exhibitions, and a variety of 
other purposes, cannot but be recommended. 

Likewise the provision of museums and art galleries in connection 
with the library is conducive of excellent results, the latter the more 
especially if in conjunction with a collection of books on art. 

Such rooms must, of course, be designed with a view to the 
particular purposes for which they arc intended, and cannot be con- 
sidered to come within the scope of the present work. If they are 
likely to be used for concerts while the library is open they should be 
kept as far from the reading rooms as possible, and certainly not over 
them. Sound-proof walls and floors should be provided ; while it is 
often advisable to provide separate entrances from the street. 

Public Lavatories and Closets. — The provision of public 

lavatories and closets within library buildings is an example of the 
way the limited library rate is sometimes sacrificed to extraneous needs. 

It does not rightly devolve upon the library to provide a public 
convenience, which is what a lavatory in a public library often becomes 
until it is found to be such a nuisance that it has to be closed. 

Certainly, in connection with reference reading rooms, it would 
seem right that at any rate lavatory accommodation should be pro- 
vided if only to encourage readers to wash before handling the 
books, and also, if no public lavatory accommodation is provided by 
the authorities near the library, every facility for a long day's work 
without interruption should be provided for students, but it is the 
duty of the municipal authorities rather than the library to see to this. 
To meet the needs of the public in cases where lecture and other rooms 
are used for social and other purposes, it may be desirable to provide 
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lavatories and other facilities, but these should only be accessible 
on such occasions (cf. Fig. ^^). Where closets are provided, they 
should always be placed against an outer wall and should not open 
directly from a room. Indeed it would probably be better to give up 
all idea of keeping such accommodation for the use of readers only, and 
make the entrance altogether outside the library. As a rule, however, 
they had far better be altogether avoided, except under the above- 
mentioned limitations. 

Refreshment Rooms. — For the same reasons iis have been 
given in favour of public lavatories, refreshment rooms might with 
advantage be provided, if worked on a judicious system, in large 
libraries ; and the basement or an upper floor should be used rather 
than the ground floor, as accessibility is not of prime importance in 
this case. 

Bicycle Sheds. — The area from which a library is available is, 
of course, very greatly widened if facilities are afforded for readers to 
come from a distance on bicycles. 

The great difficulty is that no accommodation is usually provided, 
and this leads to such readers bringing their machines into the corridors 
and damaging and soiling walls and floors. 

The objection to providing bicycle sheds is the responsibility in 
case of damage to machines left there. It has been suggested that 
this difficulty should be met by putting notices in the sheds, forbidding 
their use for bicycles! It would seem, however, that such a cause is 
one in which library committees ought to be willing to assume a certain 
amount of responsibility, and even provide some supervision if necessary. 

With regard to the accommodation required, that must, of course, 
be very much a matter of guess work, and as with the building of such 
sheds the number of bicycles brought would probably increase, the 
authorities need not feel bound to provide more than a certain limited 
amount of accommodation. 

Public Entrances and Vestibules. — Public entrances need 

careful supervision, and it Is therefore generally advisable that there 
should be one main entrance. The same applies to exits, though it is 
best, especially in buildings which accommodate a large number of 
readers, to provide several emergency exits. 

The arrangement of doors in the public entrances of libraries has 
already been mentioned, but in this connection there is one important 
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item which must not be omitted, namely, the accommodation of adver- 
tisement readers. That public libraries should lend themselves to the 
assistance of those who want work is an attitude with which no one 
can reasonably find fault; and where newspapers are displayed in the 
reading room, this room would, in many neighbourhoods, be freely 
used for the purpose of advertisement reading were not other accom^ 
modation provided. Moreover, it is important in the case of employ- 
ment advertisements that these should be displayed early in the day, 
often before the library is open. 

In some cases the sheets are posted on a hooded board within the 
grounds of the library, or at some convenient spot near it ; and one of 
these two methods is no doubt best when possible. Often, however, 
there are neither grounds nor a convenient situation in the neighbour- 
hood, and in such cases a lobby in the entrance of the library itself 
must be used. 

Slopes may be placed against the walls of an outer porch if such 
exists, or, if not, within the external doors, but outside the inner swing 
doors or revolving doors as the case may be. When this method is 
adopted the inner doors should be of such a nature that they canilot be 
forced or damaged, and occasionally iron folding doors may be used 
with advantage, since not only are these impassable but they allow of 
supervision from within. 

The use of the vestibule itself, however, is apt to lead to congestion, 
and another method is to provide a separate lobby at one side of the 
entrance with a glazed opening or grille for supervision on the inner 
side. 

The size necessary for this will, of course, depend upon the length 
and arrangement of the slopes. These, as in newspaper rooms, should 
be multiples of 4 ft. in length, and generally an 8-ft. run, with 5 or 
6 ft. clear space behind the slope, will allow ample space for the display 
of the advertisement sheets of two morning papers. Whether any 
additional space is necessary for other papers or duplicates must depend 
on the requirements of the locality. 

Of corridors and entrance halls generally it may be said that, 
while they should be well lighted and of sufficient size to allow of free 
triifific and sometimes for the accommodation of showcases or works of 
art, and while they must not look cramped or mean, they should not 
be wasteful, and excessive corridors are as surely a sign of bad 
planning in a library as in any other kind of building. Beyond this 
their size and shape is so entirely def>endent on the arrangement of 
the building that they cannot be generally discussed apart from it. 
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A spacious and dignified entrance hall often makes a good 
impression on a person entering a library, and if this can be secured 
without wastefulness of space and money it is a great advantage ; while 
where it can be made to serve the twofold purposes of delivery room 
and hall, a satisfactory result is often possible. 

A box for a porter is often required. This should be placed in 
the entrance corridor or hall in such a position that he can see those 
entering and leaving the library and if possible supervise some of the 
public rooms. 

Sometimes a telephone call box has to be installed, and this is 
another good reason for having plenty of room in the approaches to a 
library. 

Public Staircases.* — Though the ideal library, at any rate if of 
small or medium size, would probably be on one floor only and stair- 
cases consequently unnecessary, the exigencies of cramped sites often 
make one or more upper floors inevitable. Where the upper floor or 
floors are much used, two staircases should be available in case of fire ; 
and these should not, of course, if it can be avoided, be in the centre of 
the building, while they should be continued right up to the full height. 
The width depends on the amount of traffic with which they have to 
cope, and generally they should not be less than 5 ft. wide, and some- 
times a width of 8 ft. or even rather more is advisable. 

Where there is a very large amount of traffic, double stairs divided 
by a hand-rail separating those ascending from those descending are 
sometimes recommended, but as a matter of fact it is very hard to 
impose such regulations effectually. 

Separate staircases for those going up and those going down are 
sometimes recommended, but the same difficulty applies to these. 

The stairs should, of course, be in straiqrht fliofhts without winders, 
well lighted, and not too steep, say from 5|- in. by 13 in. to 6^ in. by 
1 1 in. Wooden hand-rails should always be provided. 

The flights should be for preference from ten to fourteen steps. 

Great care must, of course, be taken in fixing the positions of 
staircases, which should not open into narrow corridors where they 
might cause congestion, nor close to the doors of public rooms. 



For general remarks on staircases see Chapter II., pp. 8 and 9. 
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Chapter XI. 
ADMINISTRATIVE ACCOMMODATION. 

Thf size of a libriiry staff depends upon the work and income of the 
library, and consequently the accommodation needed for it will vary, 
from one room in a very small library to a considerable number in a 
lan»;e one. 

It is intended, in the first place, to point out the chief requirements 
of different items of staff accommodation ; and the question of the 
amount of accommodation required in libraries of various sizes will be 
discussed subsequently.* 

Consequently the present chapter will deal first with those rooms 
used for work in connection with the proper business of the library, such 
as bindin;^, repairing, and cataloguing : next, those required for the 
manai^eniLMit of the institution by the librarian and committee. After 
that such accommodation will be discussed as is provided for the staff 
while on the premises and for resident librarians or caretakers ; then 
the {provision necessary for heating and cleaning; and lastly such neces- 
sary parts as (entrances, stairs, and lavatories. 

Workrooms. — General workrooms are necessary in all but 
very small libraries. Their uses are many and various, comprising the 
preparation of books for issue, general repairs, labelling, cutting, and 
so on. 

A i^ood light is very desirable and the room should usually contain 
one or two lon^- trestle tables, say 9 to 1 2 ft. or even more in length, 
cupboards, drawers for tools and nails, and a few strong chairs or 
benches, besides shelves. 

A stove of some sort is also necessary for boiling paste. 

The s|xice required must, of course, depend very much on the 
work of the library, but a roomy, light, and habitable workroom is an 
imnuMise help towards the efficient discharge of their duties by the staff. 

It is most important that there .should be no dark corners in the 
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staff rooms, and glazed panels in the doors and fanlights over them may 
often be introduced with advantage. 

Except in very large libraries the workrooms often constitute 
practically the only accommodation for the staff, and in such cases 
require in addition to the above many of the fittings prescribed below 
under the heading of mess-rooms.* 

Cataloguing Rooms. — Special rooms for cataloguing are only 
required in large libraries. Where they are necessary their chief 
requirements are long tables with a <(ood light on them, a few chairs, 
shelving, drawers, and so on. They should be near the book rooms.t 

Binderies. — Except in very large institutions the books are not 
usually bound on the premises. 

Where, however, this is done a special room is required. This 
should be as far removed from the reading rooms as possible, since the 
work carried on in it entails considerable noise, and the process of 
finishing and lettering in gold-leaf produces a very unpleasant smell. 

The best plan is to place the bindery at the top of the building, 
since a good light is very necessary, and it is an advantage if this 
comes from above. The ventilation, owing to the smell should be very 
thorough. 

With regard to fittings and furniture, the requirements usually 
include a binding press, workman's bench, tool - boxes and racks, 
cupboards for leather, and a locker for gold-leaf and valuable books, 
pegs for coats, and shelves for books waiting to be bound ; a gas stove 
for heating the tools used for numbering and lettering is also necessary, 
as is a stove or grate for drying. Water must also be provided in 
this room. 

Receiving and Packing Rooms. — A separate room for re- 
ceiving cases of new books, and for packing those which are to be sent 
away to be bound, is extremely useful in a library of any size, as these 
processes cause a considerable mess and litter. 

They should be as near as possible to an entrance, for preference 
one not used by the public. 

These rooms should, of course, be either on or below the entrance 
level and not above it. 

If they are in a basement, a shoot from the outside for heavy 
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Page no. t See Fig. 69. 
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packing-cases is very useful, while a lift to the main floor is desirable in 
large libraries {cf. Fig. 71, p. 125). 

Store-Rooms. — Store-rooms for stationery and all sorts of 
materials and odds and ends should be provided in large libraries. 
These should, of course, be near the workrooms. Usually, however, 
cupboards or shelves in the rooms already dealt with will suffice for 
such purposes. 

Librarian's Room. — The librarian's room is a very important 
item of accommodation as regards not only its position, but also its 
requirements. 

In res[3ect of the former, it is a very frequent mistake to consider 
the librarian as a sort of policeman, and to give him an office sur- 
rounded by glass screens where he is supposed apparently to spend his 
time watching every part of the building. 

Such an arrangement shows, of course, an absolute ignorance of 
the duties and responsibilities of a librarian. 

These, as it should be hardly necessary to say, are such as to give 
him ample employment apart from all question of supervision. The 
whole administrative and economic organisation of the institution is 
practically in his hands, and it is through his staff rather than directly 
that he must keep in touch with the public. 

Consequently the room in which his work is performed must not 
be in the way of every disturbance, but in a quiet part of the building ; 
and it should conmiunicate with the working spaces for the staff rather 
than directly with the public rooms or vestibules. 

In large libraries an outer office for the public is sometimes 
provided, and from this there should be a second exit, as a way of 
escape from importunate callers, canvassers, and other administrative 
nuisances. 

Of course, in very small libraries the duties of librarian and staff 
are usually concentrated in one person, and in such cases the librarian 
must exercise all the necessary supervision. During most of the time, 
he, or she, as the case may be, will be engaged most probably in the 
lending library, and the proper duties of librarianship, which in this 
case will not. it is to be supposed, be extensive, must be attended to 
when the library is unfrecjuented or at times when the building, or at 
any rate the lending department, is closed. Kven then it is doubtful 
whether a separate room in a quiet jxirt is not, with intermittent 
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supervision only, to be preferred to the sort of conservatory so often 
provided. 

The requirements of the room itself are that it should be, as has 
been said, quiet, well lighted, and sufficiently spacious to take, con- 
veniently and without overcrowding, all the necessary fittings and 
furniture. 

With regard to these, every librarian's room should be provided 
with a sufficient amount of shelving, though as a rule wall-cases on two 
or at most three sides will be ample ; while a revolving bookcase on 
which he can place books in immediate use near his desk is always 
useful. A nest of drawers from 3 to 4 ft. high along one side or part of 
a side of the room is also very desirable. A large table, say 7 ft. by 
5 ft., is also very useful for accommodating books, papers, and circulars 
until they can be attended to and disposed of 

If the room is also used for committee meetings a considerably 
larger table may be necessary. 

At any rate one other small table is desirable for typewriting and 
other purposes, and a third table for a letter-press may with advan- 
tage be included. 

An office chair and a good roll-top or pedestal desk with lock-up 
drawers and pigeon-holes for correspondence are among quite the 
most essential items of the equipment of this room. In addition to 
this the librarian should have a small safe for cash in his room, while, 
since he often has to receive visitors and occasionally deputations, the 
room should be provided with five or six ordinary chairs, and there 
should, of course, be a waste-paper basket. 

Usually a librarian prefers to have an open fire in his room, and in 
this case a good mantel-shelf should be provided, as every place on 
which odds and ends/ can be placed is valuable in a room which 
is usually overcrowded with a very heterogeneous litter. 

A private lavatory and closet should usually be provided for the 
librarian. 

Committee Rooms. Library committees vary in size from 
seven or eight members to thirty and over. With very small com- 
mittees the librarian's room is usually of sufficient size for their meetings, 
while often, when they are large, some room in the municipal offices 
can be used. It is, however, a good thing, even where this is clone, 
to provide a spare room which may be used by the committee. This 
room should be close to the librarian's room, and, if possible, connected 
with it by a door. 
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The chief requirement of a committee room is that it should provide 
space for a table sufficiently large to accommodate the number of 
which the committee consists ; but it should also be well lighted and 
comfortable, though not too high, since the acoustic properties of very 
high rooms are often not good. In some libraries lockers are provided 
for the use of committee-men, as well as umbrella stands, hat racks, and 
other fittings. This room is, as a rule, the only one in a library which 
glories in the luxury of a Turkey or other rich carpet. 

Strong - Rooms. — A strong - room for registers, minutes, and 
records, and occasionally for rare books, should be provided in every 
library of any size. This room must be well ventilated and thoroughly 
fireproof, and should be accessible from the librarian's room and com- 
mittee room. 

It should be provided with shelving round the walls, and space 
should be left for a table in the centre. 

Cupboards for stationery may also be provided with advantage. 
The size will, of course, vary according to the requirements, and may 
be anything from 4 ft. by 6 ft. to 2 ft. by 20 ft. The lighting, though 
it may be artificial only, must be good. 

If clcciric lii^ht is used, the switch should generally be outside. 

Mess-Rooms. — As has been said above, the workrooms, except 
in libraries of considerable size, are usually the only rooms which can 
serve as sitting- rooms for the staff. 

in large libraries, however, mess-rooms are often provided, and 
where there are both male and female attendants separate rooms are 
desirable. The size of these rooms must, of course, depend upon the 
number of the staff. Generally speaking, they should be bright, cheer- 
ful rooms, fitted with separate lockers, one for each member of the 
staff, hat and coat pegs, unless these are provided elsewhere, one or 
more tallies, and chairs ; while a stove at which food can be cooked is 
necessary. At least one small looking-glass is also desirable in female 
mess-rooms. The walls should be fitted with picture rails, as the room 
should be made as attractive as possible. 

Librarian's and Caretaker's Residences. — In many libraries 

a residence for the libriirian is provided in the building. This is usually 
wholly or partially on one of the upper floors, though a situation over 
much frequented public rooms cannot be recommended from a hygienic 
point of view. 
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The provision of a residence has not, however, been found to 
effect the economy intended, since the librarian is usually unwilling to 
pay more for a superior house than he would have to pay for one which 
would fulfil his actual requirements. Consequently the saving in salary 
does not repay the extra cost in building. 

Where therefore the architect has to include accommodation for 
a librarian he should avoid making this unnecessarily commodious, and 
should not provide more than five or at most six rooms in addition to 
bathroom, closet, and the necessary offices. 

A separate entrance and staircase should be provided, and direct 
communication with the library is an advantage, though this has some- 
times to be dispensed with where the rating authority makes it an 
excuse for assessing the whole building as a habitable house. 

When the kitchen is on an upper floor, a conveniently placed lift 
should be provided in order to obviate the necessity of tradesmen 
taking their goods up the stairs. 

A somewhat better arrangement, if it is deemed inadvisable that 
the library should not be left unguarded at night, is to provide accom- 
modation for a resident caretaker either in the attics or preferably, for 
reasons indicated above, in a basement. The accommodation necessary 
would be one fair-sized kitchen and living-room of about 150 sq. ft., 
scullery, closet, coal cellar, one fair-sized bedroom, and one or, for 
preference, two small ones (see Fig. 79). 

It is, of course, an inconvenient and generally unworkable arrange- 
ment to have both the librarian and a caretaker in the same buildino. 

Heating Chamber and Fuel Stores. — The position, dimcn 

sions, and other requirements of the heating chamber and fuel store 
will, of course, depend upon the system of heating employed, and also 
upon the size of the library. 

Most usually this department requires to be in a basement or half- 
basement in order that the boiler may be below the level of the 
radiators. 

Sometimes, in order to avoid the risk of fire, the heating depart- 
ment is separated from the main block (see Fig. 71), but when other 
precautions are taken this would seem to involve an unnecessary 
additional cost. It is, however, a crood thino- that the entrance should 
be so arranged that dust and dirt from the heating chamber cannot 
enter the library. 

For this reason it is best, where possible, to provide an entirely 
separate entrance from the outside to the heating chamber, though 
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this, of course, is not generally in one of the main fronts of the 
building. 

The dimensions must, as has been said, vary according to the 
system used and the size of the apparatus to be accommodated, that is 
to say, there must be room in the heating chamber itself for the 
accommodation of the requisite boilers or other appliances, and sufficient 
space for stoking, cleaning, and so on ; while the fuel store must give 
sufficient space for the storage of coal and coke in such quantities as 
will suffice for a considerable time and not necessitate frequent 
replenishment. 

Often a great deal of time is wasted by reason of a badly planned 
fuel store, and the arrangement of this should be very carefully con- 
sidered. In the first place, it is most important, more especially where 
the fuel is delivered in cart-loads or truck-loads rather than in sacks, 
that carts should be able to drive right up to the shoot or whatever form 
of opening is provided. The opening also should be so placed in relation 
to the store that the latter may be filled as nearly as possible to the 
limit of its capacity without it being necessary for a man to stand by 
and shovel it along as it is shot in. 

For this reason it is best in an oblong fuel store that the shoot 
should be as near as possible to the centre of one of the longer sides, 
unless the size requires more than one shoot, when they should be well 
distributed ; while in order to facilitate the removal of the fuel to the 
furnaces the opening or ojienings between the fuel store and the heatinij 
chamber should occupy corresponding positions in the opposite side. 
It is sometimes necessary, when the heating apparatus is on a scale 
to demand more or less continuous attention, to provide a closet in 
connection with it for the man in charge. 

-Cleaners* Sinks and Cupboards. — Sinks with draw-taps for 

the use of cleaners, and cupboards for their apparatus, should be pro- 
vided in convenient places, and in large libraries there should be at least 
one sink on each floor. 

The cupboards should, of course, be provided with locks, and the 
sinks should not be accessible to the public. 

Waste-Paper Bins. — Fireproof bins should be provided in large 
libraries for waste-paper in such positions that the contents can be easily 
removed from the buildini^. 

Entrances, Staircases, and Lavatories. — Except in very 
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small libraries it is usually an advantage to provide a separate entrance 
for librarian and staff by which they may enter or leave the building at 
times when the public door is not open. A separate entrance for the 
delivery of parcels is also most desirable in a large library, while side 
doors by which books may be taken into the open to be dusted are 
often useful. 

Staircases, also, for the use of the staff only are often necessary. 
These do not require as great a width as those used by the public, 
though they should not generally be less than 3 ft. wide, nor is it 
necessary for the rise to be quite so easy. Spiral staircases and, where 
books have to be carried up or down, winders, also, should, if possible, 
be avoided. 

The provision of special lavatories and closets for the attendants 
is, of course, most necessary, and, as with mess-rooms, separate accom- 
modation should be provided for the sexes when both are employed. 
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Chapter XIL 
FINANCE, ORGANISATION, AND BUILDING. 

Income and Expenditure.* — The idea that a library building 
should provide accommodation for an indefinitely increasing stock has 
already been disposed of, while the desire of erecting at all costs a 
pretentious edifice will be dealt with below ; yet these two causes have 
often resulted in such an impoverishment of a library that the proper 
equipment and maintenance of the fabric and its contents have been 
impossible, with the result that the educational utility of the institution 
has been reduced to a minimum, if not entirely annulled. 

For a library to attain its maximum of efficiency it is essential that 
its aims should be subordinated to its financial conditions ; in other 
words, the cost of site, building, and furniture must be such as to leave 
an ample proportion of the income to cover the working expenses 
of the institution. 

The library rate, usually one penny in the pound, is, as has been 
said, the main source of income, though there are other variable and 
often unreliable sources from which funds are derived, such as donations, 
grants, the sale of securities, fines, and so on. The expenditure, in 
addition to those items connected with the cost of building and furnish- 
ing — that is to say, the repayments of interest and principal on loans — 
includes repairs and maintenance, the supply of literature, salaries of 
staff, and so on. 

Some idea of the various items of cxjjcnditurc, and a judicious 
distribution of them in libraries with various incomes, may be gathered 
from the following hyix)thetical budgets."^ 



* The financial questions connected with municipal pubhc hbraries are very manifold, 
and in the present work no attempt is made to deal with the .subject exhaustively. For 
such a treatment the reader is referred to J. D. Brown's " Library Economy," to which 
the writer is indebted for a large part of the matter of the present chapter, and to which 
the reader will be frequently referred in the following i)ages. 

t From J. I). Brown's " Manual of Library Economy," ,^ S3- ^•*'- 
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Items of Expenditure. 



Buildings — 
Lighting 
Heating 
Water - 

Fittings and Repairs 
Cleaning and 

Materials • 
Rent 
Insurance 
Books, Sec— 

Books, Maps, Prints 
Periodicals and 

Newspapers 
ISookbiiiding 
Salaries — 
Librarian 
Sub'Librarian 
Senior Assistants - 
Junior Assistants 

(i;j6 each) 
Caretakers (20s., 

*5S-, 30s. each) - 
Cleaners (5s. weekly 

each) - 
Establishment 

Chaises — 
Stationery 
Printing 
Local Rates . 
Taxes - 

Caniages and Tra- 
velling Expenses 
Postages 
Miscellaneous Sup- 

plies - - 

Loans Account — 
Principal & Interest 
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It will be seen that in this table the expenditure on the loans 
account is one-quarter of the library'.s income from the rate, and this 
should be considered the limit. 

Moreover, no account has been taken on the one hand of receipts 
other than the library rate, nor on the other of any expenditure in con- 
nection with loans on sites, the latter heiiisj considered as likely to 
be more than balanced bv the former. 
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When possible, the necessity for a loan on a site should be 
avoided, and often a public library is presented with a gift of land 
from some individual or body, and indeed town councils and others 
are legally empowered to convey sites to the library authority. 
Every attempt should be made to obtain a site on such terms, or 
at any rate at a nominal rental, though this, of course, is not always 
possible. 

In the same way, with a view to the reduction or entire removal of 
the expenditure on a building loan, where possible, donations towards 
the building, and better still a gift of the whole building, provided it be 
not disproportionate to the income available for working and mainten- 
ance, should be obtained. The effect on the statistics produced by 
the donations of various well-known supporters of the public library 
movement has been very considerable, but, as indicated above, it 
is important that such gifts should not be made under conditions 
which tend to defeat their own end. 

With regard to the periods for which sums may be borrowed, 
these arc fixed by the Local Government Board, and are usually as 
follows*: — 

For sites or lands - - - - 60 or 50 years. 

For buildings (including fixtures like counters, 

screens, wall and standard bookcases, wall 

newspaper slopes, barriers, &c.) - - 30 years.f 

For books - - - - - 10 years. 

For furniture (tables, chairs, desks, and movable 

furniture only) - - - - 10 years. 

It is important that all fixtures should be included in the building 
loan in order to secure the longer time for repayment. 

The rate of interest, of course, varies from time to time, 3^ j)er 
cent, to 3j per cent, being a fair average. 

The maximum of expenditure, then, on loans for buildings and 
furniture may be taken as one-fourth of the income of the library, and 
it is important in this connection to consider the proportion which the 
cost of the latter — that is, movable furniture — should bear to that of the 
former. V^ery often a quite insufficient amount is left for furnishing, 
and the consequence is that cheap and shoddy stuff has to be used. As 



* "Library Economy," James Duff Brown, 1903. § 37, p. 26. 
t A loan for purchasing an existing building will not be sanctioned by the I^cal 
(Government Board for a term exceeding twenty or tNventy-five years. 
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a general rule, it may be taken that 10 per cent, at least of the whole 
cost should be set aside for this purpose. 

For instance, if a library has an income of ;^ 1,000 from the rate, the 
amount it can afford to pay annually on buildings and furniture will be 
jC^ 50, which will represent a loan for the former of, say, about ;^3,6oo, 
for the latter of about ;^400. 

When the income is very small, that is to say, anything much 
below ;^i,ooo, it is, of course, impossible for the library to erect 
a new building except by the help of donations ; and where these 
are not forthcoming or sufficient, premises must be rented for the 
purpose. 

The figures given above are, of course, hypothetical, and must be 
considered as approximations only. They are subject to considerable 
modifications in particular circumstances, most especially, of course, 
when buildings are presented. 

Sites and Distribution. — The selection of a site for a public 
library is a very important matter, as a bad situation is one of the 
greatest drawbacks to efficiency. 

The requirements of the site are twofold. On the one hand, it 
must provide sufficient and suitable space for the building required 
to be erected immediately, while leaving room for any probable future 
additions : on the other, it should be so situated with regard to its 
surroundings that, while no external cause shall interfere with the 
satisfactory use of the library for those purposes for which it is intended, 
it may be accessible to the greatest possible number of those for whose 
benefit it is erected. 

With regard to the former of these requirements, it is obvious that 
a site so cramped by boundaries, party-walls, building lines, ancient lights, 
and other restrictions that it will with difficulty contain the building to 
be immediately erected, not only makes straightforward and satisfactory 
planning difficult or impossible, but allows no possibility of future ex- 
pansion. Even if the prospect of extension has to be given up altogether, 
it is important that the site should not only provide ample space, but 
should be conveniently shaped, with a view to the internal arrange- 
ments, aspect of rooms, and so on. A very good library might be 
planned on a piece of land 100 ft. by 100 ft., or 10,000 sq. ft., while a 
site of the same area, but measuring 40 ft. by 250 ft., could not but 
involve many inconvenient arrangements and much waste of space. 
Moreover, steep gradients, though the difficulties they offer may some- 
times be overcome by ingenious planning, do not tend either to con- 
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venience or economy. Lastly, a dry soil and one affording a good 
foundation is most essential. 

Consequently it is necessary that the site should be ample in area, 
and of convenient dimensions : the ground level, dry, and firm. 

With regard to the position of the site in relation to its neighbour- 
hood, it is, of course, most important that while it must be near to as 
many as possible of the library's potential patrons, it should not be 
exposed to risks of fire, to dust, noise, and impediments to light. 

All of these disadvantages are most noticeable where the library 
has to be erected immediately on a busy street, and therefore such a 
situation should be avoided where a suitable and sufficiently accessible 
site can be obtained elsewhere. 

At the same time, the building should not be so placed that it is 
not seen. The visibility of a library building is its best advertisement, 
and therefore a great factor in its scope and utility. 

Frequently accessible and sufficiently central sites can be obtained 
where the library can be set well back from the nearest road, and 
where open space is secured on either side, being either part of the 
library plot, or such [)ermanent open spaces as public parks, recreation 
grounds, or disused cemeteries. 

Where the library must perforce be on a street this should be a 
fairly quiet one, rather than a bustling thoroughfare, though the 
neighbourhood of such is a guarantee of the accessibility of the library. 

In consideration of the risk of fire, it is important that the library 
should be as far as possible isolated from other buildings, and the 
neighbourhood of shops especially should be avoided. 

Isolated sites arc too, of course, preferable as affording better 
facilities for lighting ; while in order to ensure freedom from dust and 
noise, busy and narrow streets must be avoided, and the building set 
back as far as possible. 

The difficulties of securing sufficient light, especially where this is 
of necessity obtained largely from the street front, are very great in a 
narrow street with tall houses on the op|X)site side. An angle of 
45 degrees from the sills is usually accepted as the test of the maximum 
height to which buildings can be carried without interfering with light, 
but a considerably lesser angle is preferable. Where such obstruc- 
tions cannot be avoided, prismatic glass should be used. 

The (juestion of accessibility, as has been said, is specially 
important, since a man's inclination to visit a library varies inversely 
as the difficulty of getting to it, and of course when a library is at 
some distance, a good deal of time may be spent in going back- 
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wards and forwards. Indeed, the existence of locally supported public 
libraries is entirely due to the recognition of the need for greater 
accessibility than can be afforded by great national collections, and it 
is therefore only fitting that, when a library is opened for the benefit 
of those residing or working within a certain municipality, the building 
should be so placed as to be as useful as ix)ssible to as many as 
possible. 

The determination of the most suitable situation is not always an 
easy matter, and the position sought should be central, not from a 
geographical point of view, but from one taking into consideration the 
life of the municipality and various particular local conditions ; for which 
reason it is impossible to make any definite suggestions which shall 
apply generally. 

This question of accessibility makes itself most felt when the 
administrative area which the library serves is a wide one, involving 
considerable distances. In the case, for instance, of a large town with 
outlying suburbs one library would be practically useless to a large 
number of the inhabitants. 

The solution of the difficulty is the same as in the case of Mahomet 
and the mountain ; in other words, it must be met by the establishment 
of travelling libraries, delivery stations, or branch libraries. The last 
is the only form of local distribution which requires special buildings, 
and is far commoner in this countr)' than either of the other two. 

The qualifications of the site for a branch library are similar to 
those mentioned above. The question of distribution and the relative 
position of branch to branch and branch to central is always a difficult 
one, and one which must depend on local circumstances. It is some- 
times said that no ratepayer should have to walk more than half a 
mile to a library or he will not go to it ; but such standards are, of course, 
usually impracticable. Where possible, the libraries should not be more 
than about a mile from each other, and should, of course, be so arranged 
as to embrace as much of the administrative area as possible within 
half-mile radii from each centre. The population cannot usually be 
taken as a basis, but it has been suggested * that there should be one 
library to every 40.000 in closely populated, and one to every 25,000 or 
30,000 in scattered districts. 

Selection and Employment of Architect. — As has been 



* "Branch Libraries: Their Number and Cost, ' by C W. Sutton, M.A. {Lihan- 
Association Record^ vol. vi.. No. 2.) 
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already said, it is most imix)rtant that the librarian, in whose hands the 
working of the library is to be placed at the most critical stage in its 
career, should be appointed before anything is done towards obtaining 
designs. It is a still further advantage if he can be appointed before 
even the site is fixed upon, and in this matter the advice of an architect 
also should certainly be sought. 

The architect for the building itself is in most cases selected by 
competition, open to all architects. 

The question as to whether this method is the best is one of 
considerable difficulty. 

From the point of view of architects generally, competitions have 
the advantage of giving openings to those whose abilities would other- 
wise escape recognition, and from that of the library authority it may 
be pointed out that by obtaining a number of designs they are perhaps 
more likely to find one which meets their requirements. 

On the other hand, it is almost impossible to make instructions so 
comprehensive that an architect who does not already understand the 
requirements of a lil^rary building can be taught on the spur of the 
moment this very special branch of his art ; and, if he has a knowledge 
of the requirements, he not unfrequently finds himself bound by the 
instructions to adopt ideas which, often rightly, his opinion refuses to 
endorse. Indeed, such instructions, being, as they almost always are, 
based on those provided for previous competitions, are at any rate apt 
to check development and the growth of new ideas ; while open com- 
petitions are seldom such as to allure architects of established reputation 
and therefore little leisure. 

Undoubtedly it is a great advantage for an architect, especially if 
he understands the special conditions, to be able to thoroughly discuss 
matters with the librarian before anything is committed to paper, but. 
as has been said above, librarians do not, as a rule, understand archi- 
tecture, nor the majority of architects libraries : and such an arrange- 
ment requires c|ualities on both sides which are not, unfortunately, the 
invariable concomitants of human nature. 

Such a co-opc^ration between librarian and architect is, however, 
desirable even in the cas(* of competitions. 

The assessor should, of course, always be an architect (the power 
of fully understanding architectural drawings being rare among laymen). 
and one of established reputation and integrity. It is important, also, that 
he should have a good knowledge of modern library requirements, a neces- 
sity often overlookcfd, though perhaps the worst of all is a man who 
thinks he knows all about it and wishes to teach the librarian his business. 
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The librarian and architectural assessor should together draw up 
the instructions. 

These should be accompanied by a block plan of the site, with 
levels and all particulars of sewers, water supply, and so on, and should 
indicate the methods of administration which would be adopted, the 
number of volumes to be accommodated, the cost of the building and 
everything special to the particular case ; but not maxims applicable 
to library buildings generally. 

The rooms required are usually specified, often the number of 
seats and the various fittings, and many other particulars. As a general 
rule, however, it is best to confine the instructions to the special 
requirements, and to leave as much as possible to the discretion of the 
competitors. 

With regard to the question of cost, it may be pointed out that 
nothing is gained by the practice — only too frequent in competitions — 
of demanding accommodation far in excess of the price allowed. The 
result of this method is only too often apparent in overcrowded reading 
rooms and cramped lending libraries. 

The decision of the architectural assessor should be final. 

The question between open and limited competitions is a very 
important one. Open competitions for library buildings are, as has 
been said, such that none but those who have plenty of time to spare 
would think of entering them. The conditions of competition, too, are 
very frequently such that no architect should accept them. There are 
two by no means unusual clauses in particular to which architects 
should object ; the first giving the advertisers the right to refuse to 
employ the winning or any other competitor : the second appropri- 
ating all premiated designs, whether executed or not, to the advertising 
body. 

With regard to the first, some palliation of the apparent unreason- 
ableness of it may be recognised in the fact that in an absolutely open 
competition it is difficult for a committee to bind itself to entrust a 
responsible task to any one who may have satisfied the assessor on 
paper. This would, however, seem an argument against open com- 
petitions rather than one in favour of an equivocal condition. The 
second, that is, the detention of all the premiated drawings, appears to 
have little justification, and to give dangerous opportunities for plagiarism 
and dishonesty. The absence of a reputable architectural assessor 
.should always be an insurmountable objection, since there is, in such a 
case, no guarantee for architects of a competent or honest decision. 

The system of only supplying conditions and instructions on the 
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deposit of a fee does very little good, except to reduce the number of 
drawings submitted — a doubtful advantage. 

An architect should be allowed to see the instructions before 
deciding whether he wishes to compete, and it is absurd that if he 
decides not to do so, he should have to dash off a ridiculous set of 
drawings in order to get back his deposit ; especially as there is always 
a chance of these beino- selected and carried out! 

On the whole, except perhaps in the provinces where the con- 
flicting interests of local practitioners may lead to endless petty intrigues 
and machinations, the balance of advantages would appear to lie with 
the middle course between the selection of an individual and an open 
competition, that is to say, a competition limited to certain selected 
architects. 

Even in this case quite a small number, not more than ten, and for 
preference only three or four, should be invited. 

They should, of course, be selected on account of their general as 
well as their special knowledge and experience. 

In such a case there is no excuse for any reservation as to the 
employment of the competitor whose design is placed first, and the 
decision of the assessor should be absolutely binding upon this point. 

When once the architect is selected, he should be invited to make 
suggestions as to any modifications in the design, as required by the 
original instructions, and should, of course, be consulted on all points 
connected with the execution of the work. 
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Chapter XIII. 
PRINCIPLES OF PUBLIC LIBRARY DESIGN. 

In desi((ning a public library building the essential requirement is, of 
course, the provision of such space as shall be adequate for the work 
which the library has to do. The extent of this will usually depend, as 
has been said, upon its income. There are, however, certain i^eneral 
principles which apply to all public library buildings as such, and these 
will be considered before any calculation is attempted as to the relation 
between the income and the accommodation to be provided in various 
cases. These principles affect, first, the division of the space into 
departments according to the various purposes for which the buildini^ 
is to be used, and the disposition of the same ; and secondly, the archi- 
tectural treatment of the fabric. 

It has been said* that ** the interior ought to be planned before the 
exterior is considered." and, though .some fault may be found with the 
expression, the idea intended is indisputably right. There can be no 
doubt that the utility of the building, more especially in respect of the 
purposeful arrangement of the various departments, must take prece- 
dence of all aesthetic considerations ; though it must be remembered that 
a scheme that looks well on paper generally works well in the concrete. 

The question of arrangement will, therefore, be discussed first, and 
after that the artistic treatment of the whole both internally and 
externallv. 

Disposition of Departments. — The first necessity in connection 
with the disposition of the various parts of a library is that it shall be 
adapted to the work of the library according to the methods employed. 

That is to say, that while both the human occupants and the 
contents of the library must be afforded every protection from unsuit- 
able and harmful conditions, the convenience of the public on th(^ one 



* ^*^ Points of Agreement among Librarians as to Library Architecture^ Charles C 
Soule. The Brochure Series of Architectural Education. Nov. 1897. Boston. 
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hand, in their use of the library, must be studied : on the other, everj* 
facih'ty must be given for the easy and efficient performance of their 
duties by the staff. 

To these must be added another consideration, namely, economy 
in cost, maintenance, and working, which, though an essential element 
in all branches of architecture, has in this case an added importance due 
to the financial basis on which the system is founded ; while again it 
is frequently necessary in library planning to consider the possibility of 
crrowth in the future. 

I n regard to the care of books, a good deal has already been said, 
and many of the questions affecting their disposition will be considered 
below as being essentially connected with the administrative methods 
of the library. 

Though the welfare of books depends more on the nature of the 
accommodation provided for them than on its position in relation to the 
other departments, nevertheless a certain amount may be done in the 
way of protecting them from the injurious influences to which books are 
peculiarly liable, such as damp, direct sunlight, dust, foul air, dry heat, 
and fire, by means of a judicious disposition of the building. 

With regard to the first of these, namely damp, it has already been 
suggested that there should be a basement or. at any rate, an air space 
below the lowest floor of a book room or stack, and, where the site is 
moist, every possible precaution should be taken to prevent the damp 
from rising to where the books are stored. 

The question of direct sunlight has already been dealt with, and it 
is a good thing, if possible, to so arrange a book room that it can be 
sufficiently lighted from the north exclusively. Often, however, this 
would involve disproportionate inconveniences in other parts of the 
building, and in such cases the difficulty must be met by the use of 
blinds. 

There are no possible means by which dust can be absolutely 
excluded from book rooms, and the onlv thin^r that can be done is to 
keep it as far as possible in check, and to remove what does settle in 
spite of precautions. A certain amount can be done by so arranging 
the building that the windows of book rooms do not give immediately 
on to any road or street, and that no door leading to a book room, if 
the entrance to the library leads directly from a street, is so placed that 
dust will be carried through when both are open. " The latter considera- 
tion is one which may. in some cases, affect the question of leaving the 
borrowers' space open to the vestibule. Provided, however, that there 
is a reasonable intervening distance, and that the entrance is adequately 
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screened by inner doors, the additional amount of dust penetrating to 
the books would probably be inconsiderable. 

With regard to injury to books from foul and dry air, this most 
usually occurs when the shelving is carried up to the top of a room 
which is much used by 
the public, or in which 
coal gas is burned. The 
remedy for this is, of 
course, obvious and has 
been mentioned elsewhere. 
• It is sometimes said 
that books should never be 
stored over any public 
room, unless the interven- 
ing floor is made practi- 
cally air-tight. 

It is always very 
desirable, where possible, 
that large book rooms or 
stacks should be so placed 
that a through draught can 
be obtained. 

With a view to les- 
sening the risk of fire, in 
many cases where the 
stack system is employed, 
it has been thought advis- 
able to detach the stack- 
rooms as far as possible 
from the rest of the build- 

^^S{^/'^^S'^5)'y and often 
in such cases complete 
isolation is secured by 
means of fire-proof doors 
and shutters. 

As has been said 
above in connection with 
fire-prevention, the costliness of the means of assuring complete non- 
inflammability is so great that it cannot be attempted by municipal 
public libraries dependent on a very limited rate. This applies as much 
to the isolation of the hooks as to the selection of materials and nu-thods 
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of construction ; while such isolation is only possible where the stack 
system is employed. 

Librarians' or caretakers' residences and heating chambers are the 
most likely sources of a conflagration, and if possible they should be 
so placed as to reduce to a minimum the risk of fire spreading from 
them to the books* (Pigs. 70 and 71). 

In considering the arrangement of public rooms, it must be re- 
membered that such conditions as light, quiet, and fresh air are very 
largely dependent upon the position of the rooms not only in relation to 
external surroundings, but to one another. In regard to lighting, the 
aspects recommended abovef should, where possible, be secured, while 
windows should be so placed that their light is not obstructed by neigh- 
bouring buildings. Where this cannot he avoided a top-light has to be 
secured, either by keeping the building wholly or partially on one floor, 
or by placing the room in question at the top of the building, which 
latter arrangement has usually the advantage of securing more quiet, 
and better ventilation, though, perhaps, at the expense of accessibility. 

Rooms intended for serious reading should be always separated as 
far as possible not only from busy streets but from all parts of the 
building itself in which there is much traffic. A reference reading 
room, for instance, should always be separated from public passages, 
borrowers' lobbies, or newspaper reading rooms. 

It is sometimes recommended that the greater part of the public 
accommodation should be under one ceiling divided up by low glazed 
screens or open arcades, or even that one large undivided room should 
be provided for all departments in common. 

Certainly none of these arrangements can be recommended for 
serious reading. There may be a few who can read to advantage with 
the whole business of a library going on within sight and hearing, but 
such distractions cannot be agreeable to the average reader. Conse- 
quently every room devoted to studious work, a reference reading room 
for instance, should be afforded as much isolation as possible. Borrowers 
from a lending library, of course, and possibly, too, readers of light peri- 
odical literature do not need so much quiet, and the abolition of walls 
where only these classes are concerned is on occasions defensible for 
reasons which will be considered and discussed below. 

In the same way, no room devoted to serious reading should ever 
be a passage room, though here again an exception may perhaps be 
made in the case of newspaper reading rooms or borrowers' lobbies {cf. 
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Figs. 79 and 92), where the coming and going is in any case con- 
tinuous. There must always, however, be considerable inconvenience 
and disturbance to those sitting in the passage room, if not to those 
who have to pass through it. The only case in which it can be con- 
sidered entirely harmless is where the department used as a passage 
is so spacious as to allow of a wide gangway, and the room approached 
through it not frequented to any very great extent : the latter require- 
ment being too often, unfortunately, apparent in the case of the reference 
reading room. 

The question of the accessibility of the public rooms is a very 
important one. Not only should the traffic in the rooms themselves be 
unhindered by such obstructions as piers and columns, but the approach 
to them from the entrance 
and from other departments 
should be as direct and easy 
as possible, so as to cause a 
minimum of delay and con- 
fusion. 

It has already been 
pointed out how the full 
advantages which a library 
offers often remain unknown 
unless they are literally 
thrust upon the public. For 
this reason the existence of 
each department of public 
accommodation should be 
made amply evident to a 
stranger entering the build- 
ing, since people are usually reluctant of exploring unfamiliar corridors. 

Boldly printed notices and finger-boards are, of course, very useful, 
but the ideal arrangement is one which enables a person entering the 
library to see before him the door of each public room. 

Such a consideration is in favour of a compact central vestibule as 
opposed to long corridors, such as is often to be found in American 
libraries and in not a few of those in this country (Figs. 72 and /^). 

A further step in this direction would be to adopt a more or less 
uniform plan for library buildings, a method which, though often im- 
possible owing to the difficulty of obtaining suitable sites, has neverthe- 
less been put into practice in the case of a system of branch libraries. 
By this means a reader familiar with one branch will l)c at home on 
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entering any other on the same system, and if such uniformity can be 
obtained with the compact planning recommended above the result is 
very near perfection. 

Such a compact grouping of the departments implies, of course, 
that all the rooms should be on the ground floor level, a condition 
which, owing to the difficulty and cost of securing suitable sites, is 
often unattcunablc. 

When such is the case, it is best that, as has been si^^gested, 
it should be the reference reading room which is placed on the upper 
floor (Figs. 74, 75, and 76, Chelsea). Even if this room gains 
nothing in the way of light by such an arrangement, quiet is 

generally assured ; and, provided 
that its existence is made suf- 
ficiently evident to the stranger 
by means of notices, it is a ques- 
tion whether the disadvantages 
really counterbalance the advan- 
tages. In fact, of recent years 
there has been a tendency, par- 
ticularly in the case of large 
reference libraries, to place the 
main reading room at the top of 
the buildfng. Indeed, if the 
library is on a sufficient scale to 
allow of an adequate lift service, 
the loss of accessibility is prac- 
tically annulled, while, besides 
the advantages already men- 
tioned, the greater facility for 
ventilation and the possibility of constructing the room without columns 
and such ohstruclions on the floor are considerations of no little weight. 
The whole (]uestion of the disposition of public rooms on different 
levels is onf* of threat importance. 

Generally speaking, the department which should be most accessible 
from the main entrance is the lending department. 

There are usually, as has been said, certain hours of the day when 
borrow(!rs come in i^reat numbers, and at such hours, especially since 
they thems(;lves are often pressed for time, it is most important that 
they should b(.* got out (^f the building again as quickly as possible to 
make room for others. 

For every reason it is important that the coming and going of the 
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borrowers should occupy as little space and time as possible, and they 
should certainly not have to crowd up and down a staircase. There 
can, therefore, be no hesitation in asserting that, as a general rule, this 
department before all should be as near the entrance and exit as 

possible. 

The next most impor- 
tant in respect of accessibility 
are the periodical reading 
rooms, and especially those 
devoted to newspapers. 

The newspaper reader 
is not usually in such a 
hurry as the borrower : very 
often, as has been said, he is 
a professional loafer, and 
generally a flush time in a 
periodical room is an alto- 
gether more leisurely affair 
than in the lending depart- 
ment. At the same time, 
the coming and going to and 
from these rooms is more 
continuous and, therefore, a 
more fertile source of noise 
and confusion : so much so, 
indeed, that the accessibility 
of the news-room is some- 
times considered of greater 
moment than that of the 
lending department (Figs. 77 
and 78) ; while there may. 
of course, be other consider- 
ations in particular instances 
which favour the placing of 
such reading rooms, rather 
than the lending library, on 
the ground Hoor. 
Ladies' reading rooms, where these are adopted, are merely a 
further subdivision of the periodical room, and are subject to the same 
considerations in respect of location. 

Juvenile rooms are often placed at the top nf the building, as 
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children do not mind having to climb stairs; but stairs to a juvenile 
department are undeniably a great disadvantage from the point of 
view of supervision, and, as has been already pointed out, a basement is 
for many reasons a better situation for this department than an upper 
floor. Lecture rooms may also, as has been said, under certain con- 
ditions be placed in a basement (see p. loi). 

When lecture rooms are used for lectures or meetings during the 
hours when the library is open, they should be as far as possible from 
the reading rooms ; and, even if they can be entered through the 
library entrance, there should always be a separate door for use when 
occasion requires. 

The best position for such rooms as reference reading rooms, which 
require most of all quiet and light, and to which accessibility is of less im- 
portance than isolation, is, as has been indicated, the highest floor of the 
building, though generally this should not be higher than a first Hoor. 

Where, therefore, the public accommodation of a library has to be 
divided between two floors, the orround floor should i>enerallv contain 
the lending department and newspaper room, the first Hoor the reference 
department and possibly a magazine room. A third story should always 
be avoided unless there is one below the entrance level. In this case, 
the lending department would, for preference, be on the entrance floor 
with the reference department above, and the periodical reading- room 
or rooms below it. 

Such, then, are the main general considerations affecting the dis- 
position of the public rooms. There remain those relating to the 
accommodation of the staff and to the administration of the library. 

It is, of course, as necessary as in the case of the readers that the 
conditions under which the staff have to work should be in general as 
favourable as possible ; that they should, for instance, have the benefits 
of pure air, a good light and a healthy aspect, and other conditions which 
to a great extent depend upon the location of the rooms they occupy. 
With regard to the relative positions of those spaces reserved for the 
staff on the one hand, and those for the public and the books on the 
other, the chief consideration affecting the question is that of economy 
of time. In other words, the best disposition of the various departments 
from the administrative point of view, and that which makes possible 
the greatest efficiency, is that which enables the staff to perform their 
duties with the least possible waste of time, and, therefore, that which 
makes the distances the shortest, more especially in the case of those 
which have to be very frequently traversed — for example, the distance 
between a delivery counter and a book store ; while where one attendant 
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has to serve either of two departments, as may be required, or even the 
whole library, it is, of course, important that he should'be able to do so 
without having far to go. In this way very often the disposition of the 
building may modify the number of attendants required to work the 
library, while the concentration of the working space for the staflF often 
effects a very real economy and one which should always be an object 
in designing a library. 

The centre of 
the administrative 
activity of the 
library is usually 
the working space 
in the lending de- 
partment, and ex- 
cept in large 
libraries, or where 
the public accom- 
modation occupies 
more than one 
Hoor, this should, if 
possible, be a point 
more or less in 
touch with all de- 
partments (Fig. 

79). 

The position 

of delivery rooms, 

reference reading 

rooms, and special 

studies in relation 

to the book rooms, 

together with such 

collocations as that 

of the librarian's 
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room with the working spaces on the one hand, and with the .strong 
room and committee room on the other, have already been dealt with 
in the previous chapters. 

There remains, howcxer, one im[K)rtant consideration connected 
with the disposition of departments, namely, the need of what is gener- 
ally known as su])cr vision. There is, it may be thought, something 
rather aggressive in the term and its acceptance, and it is a pity that 
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there is no more agreeable word. Though supervision is undoubtedly 
a safeguard against malefactors, and, as such, a benefit to the majority, 
the true spirit of it should be rather one of helpfulness, and the staff 
should be considered as allies to the readers, and not as spies. 

Supposing that the staff is small and occupied exclusively in the 
working space of the lending department, it is important that this point 
should command at any rate the entrances and exits, the entrance hall 
and part at least of the reading rooms : certainly, as far as possible, 
ladies' and children's rooms. The value of such an arrangement lies 
at least as much in the fact that it gives opportunities for valuable 
assistance as in its power as a deterrent ; and both of these results are 
just as much due to the fact that the attendants can be seen by the 
public, as to the fact that the public can be seen by the attendants ; 
perhaps, indeed, more so, since library work seldom gives opportunities 
for looking about. Of course, in large libraries attendants have to be 
stationed in other parts of the building : in the reference library, for 
instance, or sometimes in the periodical room or juvenile rooms ; while 
there is often a porter who can supervise the entrances from a box and 
visit the various departments from time to time in order to put up fresh 
papers and set straight misplaced magazines, to open and shut windows, 
turn up lights, and so on. The porter has, however, occasionally to 
leave his post in order to attend to the heating apparatus, or for some 
other purpose, and the attendants in various rooms have to get their 
meals. Consequently, it is important in any case — though, of course, 
where the public rooms occupy two or more floors it is impossible to 
obtain supervision of the whole from one point — that the working space 
in the lending library, where some one has always to be in charge. 
should occupy more or less a position of command. 

It is, at the same time, only too common a thing to see library 
plans which illustrate an utterly ill-proportioned conception of the 
meaning and needs of supervision. Every convenience is sacrificed at 
the shrine of ** supervision." Often the ** librarians office" is the 
centre of it, and lines are drawn on the plan from his desk to every 
corner of the building to show, apparently, that he can see all ways at 
once and has nothinor better to do than to show off this unusual 
accomplishment. 

The substitution of glazed screens for solid partition walls (Fig. 80) 
in library buildings is to a large extent due to the need, real or imagin- 
ary, of supervision. Since they are also incidentally an assistance to 
the lighting of the building, their use may be recommended within 
certain limitations. They should never, for instance, be used where a 
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(iRouNi) Floor. 



solid wall would ensure more quiet in a reference reading room, or 
students' room, or librarian's office. The occasion on which their use 

is to be most strongly advo- 
cated is in branch Ubraries 
where the whole attendance 
may devolve on one person, 
and here more espedally 
when there is no consider- 
able reference library. In 
such cases, indeed, even 
screens may be abolished, 
and the space divided by low 
barriers only {cf. Figs. 99 
and 100). The amount of 
supervision required will de- 
pend largely on the locality, 
it being always remembered 
that the least conscientious 
class in a libraiy are very 
often the idle women of the 
upper middle class. 

The question of eco- 
nomy is a very important 
one and will be further dis- 
cussed in the next chapter. 
As it affects the disposi- 
tion of the rooms, it is 
very often a fact that the 
plan which is most economi- 
cal in cost of building is 
also most economical in 
workin<j. This must not, 
however, be taken as. a 
recommendation to parsi- 
moniousness, for that is the 
worst enemy of library work, 
and it must always be re- 
membered that to save in 
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80 AND 81. Carnk(;ie Lmikarv, Hazeiavooi) 
Branch, l^rnsr.uRc;, Pa. 

Aldi'u o> IJarlou^ Architects. 

cost of buildino- at the expense of efficiency must be a very false 
economy. Rather that simplicity and straightforwardness of planning 
which is nearly alwavs the surest road to a workable building, 
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with a minimum of awkward angles, useless corners, meretricious 
eccentricities and wastefulness generally, should be the predominant 
characteristic of library design. 

There remains to be considered the question of possible future 
extensions. This is a matter in regard to which it is almost impossible 
to particularise. Generally the nature of the extension (that is to say, 
whether the added accommodation will be for readers or books, or for 
other purposes) and its probable extent should be first ascertained, and 
when this has been done the complete scheme should be planned as a 
whole. If the part immediately required is first designed alone, the 
remainder has usually to be fitted on as best it may, and the result is 
seldom a workable whole. 

As has been already shown, the extension of municipal public 
libraries is largely effected by the establishment of branches. It is, how- 
ever, not infrequently necessary (especially in the case of the central. 
where this contains the reference stock for the whole system) to allow 
for some increase in storage capacity ; while sometimes the addition in 
the future of a museum and art gallery, or a lecture hall, is contemplated. 
The arrangement of such heterogeneous accommodation is, as has 
already been pointed out, a matter in which none but general rules can 
be laid down. With regard to museums and art galleries it is generally 
advisable that these should be so placed that they may be readih' 
accessible to the reference readers, more especially if the objects the\ 
contain are particularly associated with any special collections in that 
department. Their position should not, however, be such as to involve 
disturbance to readers from the coming and going of the curious. 

Whether separate entrances should or should not be provided 
must depend entirely upon particular circumstances and the system in 
use. Generally one entrance to the whole building is preferable to two 
or a number, as it allows of more easy supervision ; though if the 
museums or art galleries are open for lectures or meetings at times 
when the library proper is closed, a separate entrance must be proxided. 
This can, of course, be closed when it is desired that the lihrarv 
entrance only shall be used. 

When the library forms part of the municipal offices, it should, ot 
course, be compact and complete in itself, with, for preference, a 
separate entrance from the outside. 

.Esthetic Treatment. — The aesthetic treatment of public library 
buildings is a matter for which it is obviously imjx)ssible to lay down 
hard and fast rules. It must not therefore be supposed that under the 
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present head any suggestion will be made as to the adoption of any 
particular style. Such a suggestion would be as useless as undesirable, 
and only a few general considerations affecting this question will be 
discussed. 

While it is undeniable that the more directly utilitarian require- 
ments should always take precedence, the aesthetic treatment of a public 
library building is no unimportant matter. The appearance of the 
fabric, within and without, should not be merely passively compatible 
with utility, but should actively assist it. This it may do in three ways. 
In the first place, a building which is a work of art is in itself a powerful 
educational factor ; in the second, a dignified structure commands 
respect for the work with which it is associated ; while, lastly, an 
attractive exterior and pleasing interior are great inducements towards 
the use of the building. 

With regard to the educational value of a concrete example of 
good taste, that an acquaintance with what is good in art leads to a 
general recognition of the difference between the good and the bad 
will hardly be denied : indeed, this educational function would seem 
peculiarly appropriate in the case of a building devoted to an essenti- 
ally educational purpose. 

The second point, namely, the respect instilled by a dignified 
structure, is perhaps somewhat more tangible. There is no doubt that 
the public behaves itself better in an attractive and well-equipped 
building than in a barrack, and that it is more likely to educate itself in 
rooms which look as if they were intended for such a purpose than in 
those which rather resemble a third-class waiting-room at the railway 
station. 

There is, however, considerably more in it than this. The library 
is for the public and belongs to the public, and if the fabric is such that 
the people can take a pride in their possession, the success of the 
institution is more than half ensured. 

In this connection it may be noted that many library authorities 
seem to insist upon the term *' Free Libraries." Such a title not only 
fails to indicate that proprietorship the recognition of which should 
considerably influence the attitude of the public towards these institu- 
tions, but it further conveys an unfortunate suggestion of soup-kitchens. 
The substitution of "Free" for "Public" seems altogether rather 
gratuitous. Municipal libraries are not constituted under ** Free 
Libraries Acts," and the advertisement of the fact that no charge is 
made for admittance is quite superfluous. The inscription on the 
frieze of the public library, Boston, U.S.A. (Fig. 84), shows surely 



PRINCIPLES OF PUBLIC LIBRARY DESIGN. 137 

more of the right spirit towards an educational ideal than the laconic 
and somewhat condescending ** Free Library" on so many P^nglish 
buildings. 

American libraries seem to lapse less often into those utterly 
undignified suburban villa and public-house types which are only too 
common in this country. Possibly the very noticeable French feelino 
in American design is a little opposed to the characteristic restraint of 
what is best in English architecture, but there is no doubt that the 
public libraries in the United States are for the most part more 
dignified and more worthy of their purpose than those in this country. 

To come to the final head, a striking and handsome exterior calls 
attention to the building and attracts visitors, while a comfortable and 
pleasing interior is an inducement to the use of the library. In this 
connection one important consideration must be noted, namely, that in 
the case of the interior decoration the treatment must be subordinated 
to the use of the building. Artistic effect must not be gained by means 
which cause inconvenience to the staff and distraction to the readers ; 
nor, above all, should the decorations be such as to make the library a 
show-place for sightseers. At Boston, where crowds of visitors 
clatter continuously through halls paved with Istrian marble to gaze 
at decorations by Whistler, Sargent, Abbey, and others, reading is a 
matter of difficulty. 

A reposeful dignity, a rather intangible but none the less real 
quality, should be the spirit of the internal treatment, and all displa)' 
should be relegated to the exterior. 

At the same time librarians usually accuse architects of spending 
too much of the money at their disposal on the exterior. In this they 
are no doubt very often right. It is, of course, true that the reader should 
have more consideration shown him than the passer by, potential reader 
though he may be. Many library buildings show little appreciation of 
this, having elaborately carved fa9ades concealing bare and comfortless 
interiors. With many of them a limitation of the expenditure on the 
exterior would have rendered them less vulgar, though perhaps in these 
instances those within are to be cono^ratulated on havinir less to suffer 
than those in the street. 

Certainly the educational value, the dignity, and the attractiveness 
of many are as greatly impaired by vulgar extravagance as others by 
cheap ornamentation. With the rate limitation good proportion and 
restraint, which cost nothing, are the qualities which must be depended 
upon to give distinction to the exterior. 

The reposeful dignity which should be aimed at in the design of 
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the interior, though probably examples will occur to almost every one, 
is, as has been said, a somewhat intangible quality, and can only be 
negatively described, as being neither loud nor over-pretentious oh the 
one hand, nor, on the other, mean and cheerless. 

It has been said that no canon could or should be laid down as to 
what style or period is appropriate for a public library building, so long 
as it is not one which is uneconomical in cost or incompatible with the 
utility of the building, necessitating, for instance, on the one hand 
useless bay windows and turrets, on the other heavy mullions or narrow 
lights. 

There are, however, so many famous library buildings of various 
dates in various parts of the world, that whatever style he adopts, the 
architect should not be at a loss to introduce, should he wish it, within 
or without, some happ\- reminiscence of a well-known example of 
library architecture. 
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. Room, CirEi.sKA Puui.ic Library. 

Tlu- kite J. M. Brydon, Architect. 
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Chapter XIV. 
SINGLE LIBRARIES AND LIBRARY SYSTEMS. 

Having considered the general principles which govern the planning 
of library buildings as such, it remains to point out how the application 
of these varies in particular instances according to the size of the library 
and the nature and extent of the accommodation it provides, whether 
these be conditioned by the income of the library, or, as is less often 
the case, by the extent of the population for whose use the library is 
intended. 

For this purpose public libraries may be divided into two classes, 
those which are self-contained and complete in themselves, and those 
which form reciprocally complementary parts of a system of branch 
libraries, having, usually, a central library at their head. 

Single Libraries. — When a new library is built in a given 
locality its size, and consequently its scope, is usually dependent upon 
the income from the library rate rather than, as should be the case, the 
number of persons likely to use it. 

Occasionally, however, it is possible for the accommodation to be 
based on the population of the district. The following is a suggesteql 
calculation* for a town of 30,000 inhabitants, and is based on the best 
obtainable statistics relating to the use of British public libraries : — 

Population --------- 30,000 



Borrowers, 6 per cent. ------- 1,800 

Reference readers, 4 |)cr cent. - - - - 1,200 

Periodical readers, 10 per cent. - - - 3,000 

Number of readers 4,200 

Allow for one-half to use library daily - . . . 2,100 
Library open twelve hours ; [75 per hour for two departments. 

* I am indebted to Mr James Duff Brown for suggesting the accompanying table, 
and for the figures upon which it is based. 
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Accommodation to be provided*: — 

Periodical reading rooms, say - 
Reference reading rooms, say - 



I20 

55 



HI 

An example of a library which bears such a relation to the popu- 
lation of the district in which it is situated is at Kettering, a town of 
about 28,500 inhabitants (Fig. 88), 

Generally, however, the cost of the building is fixed and so 
dictates the extent of the accommodation. Attempts have been made 
to calculate the accommodation which can be provided by libraries with 
varying incomes, t and though such calculations are of necessity still 
more arbitrary than the figures on which they are based, they are a far 
better guide than if they attempted to establish relations on a basis of 
population in cases where this would be impracticable. 

In such calculations the cost of building is an important factor. 



* Borrowers do not stay in the library and only come as follows: — Fiction readers onoe 
in eight days, non-fiction readers once in twelve days : consequently they do not affect this 
calculation. 

t Mr J. I). Brown's calculations are worth quoting as those of an experienced 
librarian, and as being the first real attempt hitherto at working out scientifically the 
capacity of a library building on the basis of its income. 
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Furniture 
Loan. 



£ 



1,000 



! ^ 
250 



2,000 500 

3,000 I 750 

4,000 ' r,ooo 

I 

5,000 I I 250 



3,600 
7,200 



400 
800 



Cubic Feet in 
Building at 
IS. per toot. 



10,000 



2,500 



1 0,80c 


1,200 


14,400 


1,600 


18,000 


2,000 


36,000 


4,000 



72,000 
144,000 

216,000 

288,000 

360,000 

720,000 



Square Feet 
in Building. 



4,412 
8,824 

13.236 
19,200 
24,000 
48,000 



Vols. Stored. 



34iOOO 
68,000 



102,000 



136,000 
170,000 
340,000 



{ 

\ 

{ 



Readers 
Accommodated. 



200 

400 
(with branches). 

600 

(with branches). 

800 

(with branches). 

1,000 
(with branches). 

2,000 
(with branches). 



The figures in the sixth column assume the building to be one story high, the height 
for purposes of the cube being taken as 15 feet, and the process by which the author 
arrives at the above figures are explained in the context (chapter vii.). These figures, he 
explains later (chapter viii., :^ 124), both as regards books and readers, can be con- 
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K?ttE- 
MENT 




Kktterinc PoiiLic Library. 

Messrs Goddard £."■' Sons, Ankika 



As a general rule is. per cubic foot is probably about the right allow- 
ance in London considering that all possible fixtures are to be included ; 
while 9d. or lod., or less, is sometimes sufficient in the provinces. So 

siderably modified in actual facl, and gives the following suggestion as to [he relations 
between income and stock. 



^5«°'o^.,oc 



5.'> 



6,0c 



160,0 



Since the above appeared, the proportionate cost of buildings to income in the actual 
statistics ha.s been reduced to 18 per cent, owing to the gifts of Mr Carnegie and others 
Where, however, no donations affect the case, 25 per cent, may be considered a saf-. 
proportion. 
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great, however, is the variation in different instances, and according to 
the different circumstances, that it would seem impossible to attempt to 
draw any useful conclusion from a collation of selected examples. 

Where a library cannot afford a sum of ;^4,ooo or thereabout for 
building purposes, it is generally best not to build at all. 

In many country districts library buildings have been erected at a 
cost of ;^2,ooo or even less. Such libraries have to be administered 
by one underpaid and occasional librarian, often a girl, with assistance 
from a still more occasional charwoman or odd man, while the sum 
available for new books is infinitesimal. Usually about a third of the 
whole building is swallowed up by the periodical reading room, which 
in such circumstances is the only department which is in any way 
efficient ; and the rather doubtful usefulness of this is not seldom con- 
siderably tempered by abuse. 

With regard to the disposition of the various departments, this 
must depend, of course, in each particular case upon the shape and area 
of the site, and upon its surroundings. 

There are, however, certain collocations of rooms which have l^een 
found not only economical but practically convenient, and on the bases 
of these one or two types of workable plans for small libraries of 
different sizes may be given, though it is obvious that in the case of 
libraries on more than one floor, or providing a large number of public 
rooms, the variety of the possible arrangements makes any classification 
impossible. 

The simplest form of library which need be considered in this 
connection is a building containing two public departments. The.se 
would usually be a lending library and a reading room. In a small 
library of this type the whole building would be in charge of one 
person, who would be working mostly at the lending counter, and the 
arrangement illustrated (Fig. 89) places the whole library under his 
control. 

In a library with three public rooms the same consideration applies; 
namely, the need of control by one person working at the lending 
library counter. In this case the extra room, which would probably be 
a small reference or maijazine room, would be placed on the other side 
of the lending library, with the entrance in the centre of the whole 
building (Fig. 90). This type may again be still further expanded 
by the addition of one or two additional public rooms (Fig. 90, cf. 
Fig. 79). 

Where the available income of a library is below ;^ 1,000, or the 
sum which can be procured for building less than, say, ;^3,6oo, 
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exclusive of furnishing, it is better to rent premises which can be 
adapted more or less to the requirements of the library. These can 
often be obtained for a moderate rental which leaves a certain margin 
for the supply of literature, and thus enables the library to begin a 
useful if humble career, which is far preferable 
to pretentious futility. 

As has been indicated above, the lend- 
ing library, the reference department, and 
the periodical reading room are generally con- 
sidered the essential elements of a public 
library. In library buildings costing from 
;^4,ooo to ;^6,ooo, these three departments, 
together with a librarian's room and perhaps one staff room, will usually 
complete the scheme. 

Beyond this, some such other departments as children's or women's 
rooms may be added, or the periodical room may be divided into two, 

one room for magazines, and one for news- 
papers (see Figs. 79 and 88), though the 
addition of a lecture room rather than an\ 
of these will probably recommend itself to 
modern ideas. 

Not infrequently, too, the somewhat 
wasteful luxury of a librarian's residence is 
added to the initial cost. A caretaker's 
residence is to be preferred (see Fig. 79), 
while the remaining staff accommodation 
there is more money still, the 
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increases proportionately. Where 
addition of exhibition galleries or 
lecture rooms is to be recom- 
mended, the former being often 
very useful in connection with a 
ij^ood reference library. 

In many cases, of course, even 
in libraries on one floor, the adop- 
tion of the types illustrated is 
imj)ossible, and there are many 
other ingenious though straight- 
forward collocations (see Fig. 72). 

One other type of library is so 
frequent and so often necessitated by extraneous conditions as to need 
special mention. 
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When the site is too narrow for the arrangement already described, 
a usual method is to place the lending library in the front of the 
building, and the periodical room and reference room at the back (Figs. 
92 and 93). A short corridor, extending for the width of the lending 
librar)'^, gives access to the periodical room, which must, in this case, 
be used as a passage to the reference room. 

There is, of course, some disadvantage in making one department 
a thoroughfare to another, but where a site is cramped, an ideal arrange- 
ment is often impossible. This plan, however, enables attendants 
working in the lending department to supervise and serve those in the 
other rooms, and it also gives fair control of the entrance corridor. 
The lending library, having good light from the front, can be built 





92. 93- 

over, and often has a basement containing store-rooms and staff 
accommodation, while the back rooms can be top-lighted and are, 
more especially the reference room, exceedingly well placed from the 
point of view of quiet. 

Here, too, there are, of course, many possible alternative schemes, 
but that described is generally, on the whole, the most satisfactory 
where the site is very cramped. 



Library Systems. — When the library district covers a wide 
area, it is desirable to establish branches rather than to add to the 
central building. 

The cost of the branches varies immensely in different districts 
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94 AND 95. IsLixcTON Ckntral LiiiKARV. (Fitst 1'ri.niiati.ti IK-^ign.) 
Henry T. Hare, K.R.I.i:.a,, ArMI(<l. 
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and in individual instances. There are, of course, means of dis- 
tributing books through delivery stations in shops and so on, but 
generally speaking, no library with an income less than £1,500 should 
endeavour to build a branch library.* 

Branch libraries are, of course, always worked in connection writh 
the central, and usually an exchange of volumes is arranged between 
central and branches and between the different branches. It is at any 




96. Islington Cextral Librakv. 

/f. T. Han, f.r.i.b.a., Ankitrct. 



rate a great advantage for the catalogue of each library to include the 
stocks of all the others. 

An important consideration in connection with the distribution 
of books is this, namely, that the value of a good reference stock is 
.seriously diminished if it is scattered about in various buildings. Con- 



• " Branch Librarii 
Association Record, vol. ' 



: their number and cosl." By C. W. Sutton, M.A. {Library 
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sequently, it is best that this should be kept complete at the central 
library, the branches being chiefly devoted to the delivery of lending 
books and the provision of periodicals. This arrangement is by no 
means invariable, but it is so obviously superior to others that under 
the subsequent heads of central and branch libraries only those which 
conform to this principle will be considered. 

Central Libraries.- — The central library is in the first place the 
home of the reference stock of the system, and the reference depart- 
ment is therefore the essential item of accommodation. 




97. Hackney Centra], Lihrvkv. (Socond Premiatcd Design.) 

Messrs Triinnell C~ Davison, Arcbitecis 



If it is on a large scale, it will usually consist of two main parts, 
a big reference reading room, often with supplementary rooms for 
special purposes, and a capacious book room. Generally, too, there 
will be periodical reading rooms, and often an ^^allerics. lecture rooms. 
and so on (Figs. 94, 95, and 98). 

In some cases there is no lending department attached to liie 
central, this business being entirely relegated to the branches. 
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98. H.vcKNtv CtNTRAL LiiiKARV. (Second Premiaied Design.) 

ilesirs Tn'miiell is' Daviion, ArcfuUets, 
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Generally, however, a central lending department is considered 
desirable. 

Lastly, the central, as the administrative head-quarters of the 
system, must provide especially good accommodation for the librarian 
and staff, work-rooms, binderies, and so on, with sometimes separate 
offices for business connected with the administration of branches 
and the exchange service. 

In small towns the central will not differ essentially from those 
libraries described under the last head, though it is important that 




99. Carnegil Librarv, PirrsnuRG, Pa. (West End Branch). 

space for the growth of the reference department and the business 
connected with the workinij of branches should be provided. 

In large central libraries the accommodation of considerable stocks 
becomes an important matter. In America there are many libraries 
with very considerable stocks, and the stack system is usually adopted. 
The method of detaching the stacks from the main building has already 
been mentioned.* A more compact and less expensive arrangement 
is, however, generally to be preferred. 

* Page 125. 
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Branch Libraries. — As has been pointed out above, a .reference 
deiaartment is not properly part of a branch library, though a few 
quick ~ reference books, such as 
directories and year-books, should, 
of course, be provided on shelves 
in the reading room. The lend- 
ing library, though its stock should 
not generally exceed 15,000 vol- 
umes, is the most important de- 
partment of a branch libiary, 
while usually one or two periodi- 
cal rooms are provided ; and a 
lecture room is nowadays begin- 
ning to be considered as an 
essential item of accommodation. 
The administrative accommoda- 
tion required is generally small. 




Carnkcie Librarv, Pittsburg, Pa. 
(West End Branch). 

Alden is' Harlow, ArMUas. 




lOI. BROCKI.KV liRANCH LIBRARY. 

.t/fieri /.. Guy, f.R.i.b.a., 
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103. Lower Sydenham Branch 
Library. 
Albert L. Guy, r.R,i.r..A.. 
Arthitett. 



Witli rcjrjinl U) tlifr best collocation of rooms in a branch library. 
i-s a nialicr which, as has been- .said in connection with another class 
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of building, is often of necessity modified by particular circumstances. 
Generally speaking, the types of small library given above (page 
143) are applicable to branches. One or two examples showing 
useful arrangements and the accommodation of a typical branch library, 
have been illustrated (see Figs. Tj, 78, 80, and 81). 

Owing to the need of supervision, the abolition of solid internal 
walls, and even of glazed screens, in branch libraries is often necessary. 
Some American branches consist simply of one large room divided up 
by low barriers (Figs. 99 arid 100). 

Another requirement of branches in particular is simplicity of 
plan^ and if possible a certain uniformity of arrangement throughout 
the system. Though absolute uniformity is generally impossible, 
owing to the exigencies of the site and for other reasons, yet a 
general similarity in the disposition of departments is very desirable 
(Figs. 10 1 and 102). 
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LIST OF ACTS OF PARLIAMENT RELATING TO 

PUBLIC LIBRARIES. 

Ireland. 

1855. " 18 & 19 Vict, c. 40. An Act for further promoting the estabhshmcnt 
of Free Public Libraries and Museums in Ireland." (The principal 
Act.) 

1877. "40&41 Vict, c. 15. An Act to amend the Public Libraries Act (Ireland), 

1855." 
1894. "57 & 58 Vict, c. 38. An Act to amend the Public Libraries (Ireland) 

Acts." 

1902. "The Public Libraries (Ireland) Amendment Act." 

Gives power to District Councils to adopt the Acts, and empowers County 

Councils to make grants in aid of libraries. 

Scotland. 

1887. "so & 51 Vict, c. 42. An Act to amend and consolidate the Public 
Libraries (Scotland) Acts." (The principal Act.) 

1894. "57 & 58 Vict, c. 20. An Act to amend the Public Libraries Consolida- 
tion (Scotland) Act, 1887." 

1899. " 62 & 63 Vict, c. 5. An Act to amend the Public Libraries (Scotland) 
Acts." 

England and Walks. 

1892. " 55 & 56 Vict, c. 53. An Act to consolidate and amend the law relating 

to Public Libraries." (The principal Act.) 

1893. " 56 Vict, c. 1 1. An Act to amend the Public Libraries Act, 1892."' 
1898. "61 & 62 Vict., c. 53. An Act to provide for the Punishment of Offences 

in Libraries." 
1901. " I Edw. 7. An Act to amend the Acts relating to Public Libraries, 
Museums and Gymnasiums, and to regulate the liability of managers 
of libraries to proceedings for libel.'* 

[Note. — This Act does «^/deal with actions for libel. It was originally 
intended to do so, but the clauses were struck out of the bill, and the title 
escaped emendation.] 
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SUMMARY OF PROVISIONS OF LIBRARIES ACT. 

(a) Adoption of Acts in Towns.— The Acts may be adopted in any 
city, county borough, burgh or urban district by a resolution passed by the 
council, at a special meeting of which a month's notice shall have been given, 
and the resolution must be advertised publicly in the usual way, and a copy sent 
to the Local Government Board, if the adoption is in England or Ireland ; while 
a notice of the fact of adoption must also be sent. 

(d) Adoption of Acts in Parishes. — In parishes in England and 
Scotland the Acts can only be adopted by a majority vote of the householders 
or voters. 

(c) Library Rate. — A rate of one penny in the £ on the rateable value 
of an administrative area is the limit fixed by the Act, but power is given to 
parishes to fix a smaller sum by a popular vote, and to urban districts of all 
kinds to remove or fix any rate within the limit of one penny by resolution of 
the council. 

(d) Powers. — The Library Authority may provide public libraries, 
museums, schools for science, art galleries and schools for art, and for that 
purpose may purchase and hire land, and erect, take down, rebuild, alter, repair 
and extend buildings, and fit up. furnish and supply the same with all requisite 
furniture, fittings and conveniences. The Library Authority shall exercise the 
general management, regulation and control of every department established 
under the provisions of the Acts, and may provide books, newspapers, maps and 
specimens of art and science, and cause the same to be bound and repaired when 
necessary. Also appoint salaried officers and .ser\'ants, and dismiss them, and 
make regulations for the safety and use of every library, museum, gallery and 
school under its control, and for the admission of the public thereto. Power is 
also given to make agreements with other library authorities for the joint use of 
library or other buildings ; and to borrow money, with the sanction of the 
central authorities, for the purpose of buying site.s, erecting buildings and 
furnishing them. The Irish Act of 1877 also gives power to establish schools of 
music as part of a library scheme. 
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PUBLIC LIBRARIES ACT, 1892. 

55 AND s6 Vict. Chap. 54. 



ARRANGEMENT OF SECTIONS. 
Adoption of Act and Constitution of Library Authority. 

SECTION 

1 . Extent and application of Act. 

2. Limitations on expenditure for purposes of Act. 

3. Proceedings for adoption of Act. 

4. Act when adopted to be executed by library authority. 

5. Constitution of commissioners for executing Act in parish. 

6. Rotation of commissioners. 

7. Meetings of commissioners. 

8. Proceedings of commissioners to be recorded. 

9. Power to vestries of neighbouring parishes to combine. 

10. Power to annex parish to adjoining district. 

ExFXUTiON OF Act. 

11. Provision of libraries, museums, and schools of science and art. 

12. Provision as to acquisition and disposal of land. 

13. Power to grant charity land for purposes of this Act. 

14. Vesting of property in library authority. 

15. Management of libraries, &c., by library authority or committee. 

16. Power to library authorities to make agreements for use of library. 

17. Power to library authority to accept parliamentary grant. 

Financial Provisions. 

18. Expenses of library authority how defrayed. 

19. Borrowing by library authority. 

20. Accounts and audit. 

Provisions affecting London only. 

21. Application of Act to City of London. 

22. Power for district in London to adopt Act. 

23. Power to vestry or district board in London to appropriate land for library, c\:c. 

Supplkmkntal Provisions. 

24. Adjustment of interests on termination of agreement. 

25. Saving for Oxford. 

26. Constitution and proceedings of vestry for purposes of Act. 

27. Definitions. 

28. Repeal. 

29. Saving as to local Acts. 

30. Commencement. 

31. Short title. 
Schedules. 
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An Act to Consolidate and Amend the Law relating 
TO Public Libraries* [27TH June 1892]. 

Be it enacted by the Queen's most Excellent Majesty, by and with 
the advice and consent of the Lords Spiritual and Temporal, and 
Commons, in this present Parliament assembled, and by the authority 

of the same, as follows : — 

Adoption of Act and Constitution of Library Authority. 
Extent and j. — (i.) This Act shall extend to every library district for which 

application . . , , 

of Act. It is adopted. 

(2.) For the purposes of this Act, and subject to the provisions 
thereof, every urban district and every parish in England and Wales 
which is not within an urban district, shall be a library district 

(3.) This Act shall have effect as regards any parish which is 
partly within and partly without an urban district, as if the part which 
is without the district were a separate parish, and the overseers for 
the parish shall be deemed for the purposes of this Act to be the 
overseers for that part. 

Limitations on 2. — (i.) A rate or addition to a rate shall not be levied for the 

cxDcnditurc 

for purposes purposes of this Act for any one financial year in any library district 
of Act. i^Q an amount exceeding one penny in the pound. 

(2.) This Act may be adopted for any library district, subject to 
a condition that the maximum rate, or addition to a rate, to be levied 
for the purposes of this Act in the district, or in any defined portion 
of the district, in any one financial year, shall not exceed one half- 
penny or shall not exceed three farthings in the pound, but such 
limitation if fixed at one halfpenny may be subsequently raised to 
three farthings or altogether removed, or where it is for the time being 
fixed at three farthings may be removed. 

3. With respect to — 

{a) the adoption of this Act for any library district ; and 

(J?) the fixing, raising, and removing of any limitation on the 
maximum rate to be levied for the purposes of this 

Act ; and 

{c) the ascertaining of the opinion of the voters with respect 
to an\' matter for which their consent is required under 
this Act ; 
the followin<; provisions shall have effect ; that is to say, 

(i.) An\' ten or more voters in the library district may address a 
requisition in writing to the authority hereafter in this 
section mentioned requiring that authority to ascertain 
the opinion of the voters in the district with respect to the 
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question or questions stated in the requisition : Provided 
that where the library district is a municipal borough the 
requisition may be made by the council of the borough : 

(2.) On receipt of the requisition the said authority shall proceed 
to ascertain by means of voting papers the opinion of the 
voters with respect to the said question or questions ; but 
the said authority shall not ascertain the opinion of the 
voters on any question with respect to the limitation of 
the rate unless required to do so by the requisition, or 
with respect to any limitation of the rate other than the 
limitations specified in this Act : 

(3.) The procedure for ascertaining the opinion of the voters shall 
be in accordance with the regulations contained in the 
First Schedule to this Act ; and those regulations shall 
have effect as if they were enacted in the body of this Act : 

(4.) Every question so submitted to the voters shall be decided 
by the majority of answers to that question recorded on 
the valid voting papers, and where the majority of those 
answers are in favour of the adoption of this Act, the 
same shall forthwith, on the result of the poll being made 
public, be deemed to be adopted : 

(5.) Where the opinion of the voters in any library district is 
ascertained upon the question as to the adoption of this 
Act, or upon a question as to the limitation of the rate, 
no further proccedint; shall be taken for ascertaining the 
opinion of the voters until the expiration of one year at 
least from the day when the opinion of the voters was 
last ascertained, that is to sa}-, the day on which the 
voting papers were collected : 

(6.) The authority to ascertain the opinion of the voters for the 
purposes of this section shall be in a municipal borough 
the mayor, and in any other urban district the chairman 
of the urban authority, and in a parish the overseers. 

4. This Act when adopted for any library district shall be carried Act when 

into execution, if the library district is an urban district by the urban be^j^ecuied 

authority, and, if it is a parish, by the commissioners appointed under bylibrar>' 

this Act; and any such authority or commissioners executing this * ^ '* 
Act are hereinafter referred to as a *' library authority." 

5. — (i.) Where this Act is adopted for any parish the vestry shall Constitution 
forthwith appoint not less than three or more than nine voters in the sionersfor 
parish to be commissioners for carrying this Act into execution. executing Act 

in parish. 

(2.) The commissioners shall be a body corporate by the name of 
**The Commissioners for Public Libraries and Museums for the 
parish of , in the count)- of ," and shall 
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Rotation of 
commis- 
sioners. 



Meetings 
of commis- 
sioners. 



IVoceedin^s 
of commis- 
sioners to l>e 
recor(le<l. 



1*0 wer to 
vestries of 
neighbouring 
(xirishes to 
combine. 



have per()etual succession and a common seal, with power to acquire 
and hold lands for the purposes of this Act, without any licence in 

mortmain. 

6. — (i.) The commissioners shall, as soon as conveniently may be 
after their appointment, divide themselves by s^^reement^ or in default 
of agreement by ballot, into three classes, one third, or as nearly as 
may be one third of them, being in each class. 

(2.) The offices of the first class shall be vacated at the expiration 
of one year, the offices of the second class at the expiration of two 
years, and the offices of the third class at the expiration of three years 

from the time of their appointment. 

(3.) The offices of vacating commissioners shall be filled by an 
equal number of new commissioners to be appointed by the vestry 
from amon<:^ the voters in the parish; and every newly elected com- 
missioner shall hold his office for the term of three years from the 
date when the office became vacant, and no longer, unless re-elected ; 
but a person, on ceasing to be a commissioner, shall, unless disqualified, 
be re-eligiblc. 

• 

(4.) An\' casual vacancy among the commissioners, whether arising 
by death, resignation, incapacity, or otherwise, shall as soon as may 
be after the occurrence thereof be filled up by the vestry ; but the 
term of office of a commissioner appointed to fill up a casual vacancy 
shall expire at the date at which the term of office of the commissioner 
in whose place he is appointed would have expired. 

7. The Commissioners shall meet at least once in every month, 
and at such other times as they think fit, at some convenient place ; 
and any one commissioner may summon a special meeting by giving 
three clear days' notice in writing to each commissioner, specifying 
therein the purix)se for which the meeting is called. Business shall 
not be transacted at any meeting of the commissioners unless at 
least two of them are present. 

8. All orders and proceedings of the commissioners shall be 
entered in l>ooks to be kept for that purpose, and shall be signed by 
the commissioners or any two of them ; and all such orders and 
proceedings so entered, and purporting to be so signed, shall be 
deemed to be original orders and proceedings, and such books may 
be produced and read as evidence of all such orders and proceedings 
upon an\' judicial proceeding. 

9. — ( I.) Where this Act is adopted for any two or more neighbour- 
ing parishes, the vestries of those parishes may by agreement combine 
for any i)eriod in carrying this Act into execution, and the expenses 
of carrying this Act into execution shall be defrayed by the parishes 
in such jjroportions as may be agreed on by the vestries. 
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(2.) The vestry of each of the said parishes shall appoint not more 
than six commissioners in accordance with the provisions of this Act, 
and the commissioners so appointed for the several parishes shall 
form one body of commissioners and shall act accordingly in the 
execution of this Act. 

10. Where the voters in a parish adjoining or near any library ^'^wer to 

sinncx Dsrisn 

district for which either this Act has been adopted, or the adoption to adjoining 
thereof is contemplated, consent to such parish being annexed to the ^^^^"ct. 
said district, such parish, subject to the consent of the library 
authority of the said district being also given, shall be annexed to 
and form part of that district for the purposes of this Act ; the vestry 
of such parish shall appoint not more than six commissioners in 
accordance with the provisions of this Act, and the commissioners 
so from time to time appointed shall during their respective terms 
of office be deemed for all the purposes of this Act to be members of 
the library authority of the said district. 

Execution of Act, 

II. — (i.) The library authority of any library district for which Provision of 
this Act has been adopted may, subject to the provisions of this Act, museums 
provide all or any of the following institutions, namely, public ^"^ schools 
libraries, public museums, schools for science, art galleries, and and art. 
schools for art, and for that purpose may purchase and hire land, 
and erect, take down, rebuild, alter, repair, and extend buildings, and 
fit up, furnish, and supply the same with all requisite furniture, 
fittings, and conveniences. 

(2.) Where any of the institutions mentioned in this section has 
been established either before or after the passing of this Act by 
any library authority under this Act or the Acts hereby repealed, 
that authority may establish in connection therewith any other of 
the said institutions without further proceedings being taken with 
respect to the adoption of this Act. 

(3.) No charge shall be made for admission to a library or museum 
provided under this Act for any library district, or, in the case of a 
lending library, for the use thereof by the inhabitants of the district ; 
but the library authority, if they think fit, may grant the use of a 
lending library to persons not being inhabitants of the district, 
either gratuitously or for payment. 

12. — (i.) For the purpose of the purchase of land under this Act Provision :»s 
by a library authority the Lands Clauses Acts, with the exception of anrdi"!^^^^^^ 
the provisions relating to the purchase of land otherwise than by of land. 
agreement, shall be incorporated with this Act. 

(2.) The library authority of any librar\' district which is an 
urban district, may with the sanction of the Local Government 

L 
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Board appropriate for the purposes of this Act any land which is 

vested in that authority. 

(3.) A library authority may with the sanction of the Local 
Government Board sell any land vested in them for the purposes 
of this Act, or exchange any such land for other land better adapted 
for those purposes, and the money arising from the sale or received 
by way of equality of exchange, shall be applied in or towards the 
purchase of other land better adapted for the said purposes, or may 
be applied for any purpose for which capital money may be applied, 
and which is approved by the Local Government Board. 

(4.) A library authority may let a house or building, or any part 
thereof, or any land vested in them for the purposes of the Act, 
which is not at the time. of such letting required for those purposes, 
and shall apply the rents and profits thereof for the purposes of 
this Act. 



Power to 
grant charity 
land for 
purposes of 
this Act. 



13. — (i.) Any person holding land for ecclesiastical, parochial, or 
charitable purposes may, subject as hereinafter provided, grant or 
convey, by way of gift, sale, or exchange, for any of the purposes of 
this Act any quantity of such land, not exceeding in any one case 
one acre, in any manner vested in such person. 

(2.) Provided that — 

(a) ecclesiastical property shall not be granted or conveyed for 
those purposes without the consent of the Ecclesiastical 
Commissioners ; and 

(d) parochial property shall not be so granted or conveyed save 
by the board of guardians of the poor law union com- 
prising the parish to which the property belongs, or 
without the consent of the Local Government Board ; 
and 

(c) other charitable property shall not be so granted or con- 

veyed without the consent of the Charity Commissioners ; 
and 

(d) the land taken in exchange or the money received for such 

sale shall be held on the same trusts as the land ex- 
changed or sold ; and 

(e) land situated in the administrative county of London, or 

in any urban district containing according to the last 
published census for the time being over twenty thousand 
inhabitants, which is held on trusts to be preserved as 
an open space, or on trusts which prohibit building 
thereon, shall not be granted or conveyed for the 
purposes of this Act. 

(3.) Any land granted or conveyed to any library authority under 
this section may be held by that authority without any licence in 
mortmain. 
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14- All land appropriated, purchased, or rented, and all oihcr rcal Vcsiiun of 
and personal property presented to or purchased or acquired for any \^^y ' **^ 
library, museum, art gallery, or school under this Act shall be vcstcil •^thivriiy. 
in the library authority. 

15. — (i.) The general management, regulation, and a>ntn>l of NUn^^^^ent 
every library, museum, art gallery, and school pmvidcil under this J^^.,^ \^y * 
Act shall be vested in and exercised by the library aulhi>rily, and ^i^^*^ *\uho 
that authority may provide therein books, newspapers, maps, and mitict'. 
specimens of art and science, and cause the same to be bountl and 
repaired when necessary. 

(2.) The library authority may also appoint salaried officers anil 
servants, and dismiss them, and make regulations for the safety and 
use of every library, museum, gallery, and school under ihcir coiUrol, 
and for the admission of the public thereto. 

(3.) Provided that a library authority being an urban authority may 
if they think fit appoint a committee and delegate to it all or any of 
their powers and duties under this section, and the said ciMnmitlec 
shall to the extent of such delegation be deemed to be the library 
authority. Persons appointed to be members of the connnitlee need 
not be members of the urban authority. 

16. — (i.) The commissioners separately appointed ft)r any two or l'»»>vn to 
more parishes for which this Act has been adopted may with the rli'i'cVhMMttk'e 
consent of the voters in each of those parishes agree to share in snch n«rriMi»pnu 
proportions and for such period as may be determined l\\* the a^ree- ijil,","! ' 
ment the cost of the purchase, erection, repair, and niaintenain e n( 
amy library building situate in one of those parishes, and also the roMl 
of the purchase of books and newspapers for snch library, and all 
other expenses connected with the same. 

(2.) The library authority of any library district may with the 
consent of the voters in the district and of the Charily ConnnissionerH 
make the like agreement with the governing body of any library 
established or maintained out of funds subject to the jurisdiction of 
the Charity Commissioners, and situate in or near the library <li';trlr t, 
and, in case of inability, objection, or failure on the piut of the 
governing body to enter into such agreement, ihe Charity Coiruni^ 
sioners may, if they think fit, become party to the «;;ireifi<iit on 
behalf of the governing borly. 

(3.) This section shall apply, with the neresnary fn<»dirinilioin, to 
a museum, school for science, art gallery, or h< hool for aft mi like 
manner as to a library, 

17. Where a library authority acrejit^ a ^{rant out of lunwry pro \'nsK,tt.> 
vided by Parliament from the Department of S<irfMr »ni/l Aif fouafd'-. /,/'7/l rt7)Vi?f 
the purchase of the site, or the erection, enlHrj/rfnenf, nt r'paif, of any \mt\i%ti,ou\f^ty 
school for science and art, or nchott] far «»elen(r, or i;r hool for lOf, or *^''^" 
of the residence of a teacher in ;iny ^urh n<hool, or fownfd; \Ur 
furnishing of any such schriol, that «M<horl<y rnay aMepf fh/ (;r/nif 
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upon the conditions prescribed by the Department of Science and 
Art, and may execute any instruments required by that Department 
for carrying into effect those conditions, and upon payment of the 
grant shall be bound by such conditions, and instruments, and have 
power and be bound to fulfil and observe the same. 

Financial Provisions. 
Expenses of ig. — (i.) The expenses incurred in a library district in and ind- 

rity^hov? ° dental to the execution of this Act, including all expenses In connec- 
defraycd. tion with ascertaining the opinion of the voters in the district, may 

be defrayed — 

(a) where the library district is a municipal borough, out of 
the borough fund or borough rate, or a separate rate to 
be made, assessed, and levied in like manner as the 
borough rate ; and 
{b) where the library district is an urban district other than 
a borough, out of the rate applicable to the general 
expenses incurred in the execution of the Public Health 
Acts, or a separate rate to be made, assessed, and levied 
in like manner as the rate so applicable ; and 
{c) where the library district is a parish, out of the rate to be 
raised with and as part of the poor rate, subject, however, 
to this qualification, that every person assessed to the 
poor rate in the said parish in respect of lands used as 
arable, meadow, or pasture ground only, or as woodlands 
or market gardens, or nursery grounds, shall be entitled 
to an allowance of two-thirds of the sum assessed upon 
him in respect of those lands for the purposes of this Act 

(2.) Where the library district is a parish, and is not combined 
with any other parish for the execution of this Act, then — 

(i.) such amount only shall be raised out of a rate for the 
purposes of this Act as is from time to time sanctioned 
by the vestrj' of the parish ; and 

(ii.) the vestry to be called for the purpose of sanctioning the 
amount shall be convened in the manner usual iii the 
parish ; and 

(iii.) the amount for the time being proposed to be raised for 
the purposes of this Act shall be expressed in the 
notice convening the vestr>', and (if sanctioned) shall be 
paid according to the order of the vestry to such person 
as ma\* be appointed by the library authority to receive 
it ; and 

(iv.) in the notices requiring the payment of the rate there shall 
be stated the proportion which the amount to be thereby 
raised for the purposes of this Act bears to the total 
amount of the rate. 
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(3.) Where a parish or a part of a parish is annexed in pursuance 
of this Act to any library district, so much of the said expenses as 
is chargeable to such parish or part shall be defrayed in like manner 
as if such parish or part were a separate library district, but the 
sanction of the vestry shall not be required for raising the sums from 
time to time due from the parish for meeting those expenses. 

19. — (i.) Every library authority, with the sanction of the Local Borrowing 
Government Board, and in the case of a library authority being authorU>\ 
commissioners appointed for a parish, with the sanction also of the 
vestry of such parish, may borrow money for the purposes of this 
Act on the security of any fund or rate applicable for those purposes. 

(2.) Sections two hundred and thirty-three, two hundred and 
thirty-four, and two hundred and thirty-six to two hundred and thirty- 
nine, both inclusive, of the Public Health Act, 1875, relating to 3^*^39 Vict., 
borrowing by a local authority, shall apply, with the necessary modi- ' 
fication.s, to all money borrowed by any library authority for the 
purposes of this Act, as if the library authority were an urban authority, 
and as if references to this Act were substituted in those sections and 
in the forms therein mentioned for references to the Public Health 
Act, 1875. 

(3.) The Public Works Loan Commissioners may in manner 
provided by the Public Works Loans Act, 1875, lend any money 
which may be borrowed by a library authority for the purposes of 
this Act. 

20. — (i.) Separate accounts shall be kept of the receipts and Accounts 
expenditure under this Act of every library authority and their 
officers, and those accounts shall be audited in like manner and with 
the like incidents and consequences, in the case of a library authority 
being an urban authority, and of their officers, as the accounts of the 
receipts and expenditure of that authority and their officers under 
the Public Health Acts. 

(2.) The accounts of the receipts and expenditure of a library 
authority being commissioners appointed under this Act, and of their 
officers, shall be audited yearly by a district auditor in like manner 
and with the like incidents and consequences as in the case of an audit 
under the Acts relating to the relief of the poor, and those com- 
missioners shall be a local authority within the meaning of the District 
Auditors Act, 1879. 4^ ^ 43 Vici., 

c. 6. 

(3.) The accounts of the receipts and exjxinditure under this Act 
of any library authority other than the council of a municipal borough 
shall be open at all reasonable times to the inspection, free of charge, 
of any ratepayer in the library district, and any such ratepayer may 
without charge make copies of and extracts from those accounts ; and 
if any library authority or any person being a member thereof or 
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employed by them and having the custody of the accounts bils to 
allow the accounts to be inspected, or copies or extracts to be madCp 
as required by this section, such authority or person shall for each 
offence be h'able on summary conviction in manner provided by the 
Summary Jurisdiction Acts to a fine not exceeding five pounds. 

Provisiofis affecting London only, 

21. — (i.) The city of London shall be a library district, and on 
this Act being adopted for the city, the common council shall be the 
library authority. 

(2.) The opinion of the voters in the city of London with respect 
to any question under this A.ct shall be ascertained by the mayof on 
the requisition of the common council. 

(3.) The expenses incurred in the city of London in and incidental 
to the execution of this Act, including all expenses in connection 
with ascertaining the opinion of the voters, shall be defrayed out 
of the consolidated rate levied by the commissioners of sewers, or a 
separate rate to be made, assessed, and levied by those commissioners 
in like manner as the consolidated rate. 

(4.) So much of this Act as limits the rate or addition to a rate 
to be levied in any library district for any one financial year to one 
penny in the pound shall not extend to the city of London. 

22. Every district mentioned in Schedule B. to the Metropolis 
Management Act, 1855, as amended by any subsequent Acts, shall 
be a library district, and the provisions of this Act shall apply 
accordingly with the following modifications : — 

(i.) The opinion of the voters in any such district with respect 
to any question under this Act shall be ascertained by 
the district board on the requisition in writing of any ten 
or more of such voters : 
(2.) The librar\- authority for such district shall be commissioners 
appointed by the district board, and the provisions of 
this Act relating to commissioners appointed for a parish 
shall apply with the substitution of "district" for "parish" 
and of " district board " for *' vestry " : 
(3.) The cxj)cnses incurred in any such district in and incidental 
to the execution of this Act, including all expenses in 
connection with ascertaining the opinion of the voters, 
shall to such amount as is sanctioned by the district 
board be defrayed by that board in like manner as if they 
had been incurred for the general purposes of the Metro- 
polis Management Act, 1855, and the sums from time to 
time required for defraying those expenses, to the extent 
so sanctioned, shall be paid by the district board to any 
person ap^K)inted by the commissioners to receive the 
same ; but nothing in this enactment shall enable a district 
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board to levy for the purposes of this Act any greater 
sum in any financial year than the amount produced by a 
rate of one penny in the pound, or any less rate specially 
fixed for the purpose of this Act in the district : 
(4.) The enactments authorising two or more neighbouring 
parishes to combine in carrying this Act into execution 
shall have effect as if any such district were included in 
the term ** parish" and the district board of such district 
in the term " vestry " : 
(5.) Where a parish in any such district has adopted the Acts 
hereby repealed or any of them, or hereafter adopts this 
Act, it shall be treated in all respects for the purposes 
of this Act as if it were outside the district, and, in 
particular, — 

(a) a person shall not, by reason of being a voter in 

the parish, be accounted for the purposes of this section 

as a voter in the district ; and 

(6) a representative of the parish on the district 

board shall not take part in any proceeding of the 

board under this section ; and 

(c) the parish shall not be called on to contribute to 
the payment of any expenses incurred in pursuance of 
this section ; and 

(d) any question of accounts arising between the 
parish and the other parishes in the district, or between 
the parish and the district, in consequence of this 
section, shall be decided finally by the Local Govern- 
ment Board : 

(6.) After the adoption of this Act for any such district, pro- 
ceedings shall not, except with the sanction of the 
Local Government Board, be taken for the separate 
adoption thereof for any parish in the district. 

23. The vestry or district board constituted under the Metropolis Power to 
Management Act, 1855, for any parish mentioned in Schedule A. or drsu^i^board 
district mentioned in Schedule B. to that Act, as amended by any in London to 
subsequent Acts, may, if this Act is in force in such parish or district, fin^Uo"^^^^ 
appropriate with the sanction of the Local Government Board for the library, c^ic. 
purposes of this Act any land which is vested in such vestry or board. 

Sjipplcmenial Provisions. 

24. Any agreement under this Act between two or more vestries or Adjusimem of 
library authorities, or between a library authority and any other body, lermfnaiion of 
may provide that on the termination of the agreement an adjustment agreement. 
shall be' made of the interests of the several parties thereto in any 
property to the provision of which they have contributed, and as to 

the mode in which the adjustment shall be arrived at, and in the 
event of any dispute the adjustment shall on the application of any 
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Saving for 
Oxford. 



Constitution 
and proceed- 
ings of vestry 
for purposes 
of Act. 



Definitions. 



Repeal. 



Saving as to 
local Acts. 



Commence- 
ment. 

Short title. 



of the parties be made by an arbitrator appointed by the Local 
Government Board. 

25. Nothing in this Act shall interfere with the operation of the 
Act of the session of the twenty-eighth and twenty-ninth yeais of the 
reign of Her present Majesty, chapter one hundred and eight, so far 
as it relates to the collection of a rate for a public library in Oxford. 

26. For the purposes of this Act the vestry of a parish shall be 
any body of persons acting by virtue of any Act of Parliament as or 
instead of a vestry, and, where there is no such body, shall be the 
inhabitants of the parish in vestry assembled, but in the latter case 
the persons registered as county electors in respect of the occupation 
of property situate in the parish, and no other persons, shall be 
members of the vestry. 

27. In this Act, unless the context otherwise requires — 

The expression " urban district " means a municipal borough. 
Improvement Act district, or local government district; 
and '* urban authority" means, as regards each such district, 
the council, improvement commissioners, or local board : 
The expression " financial year " means the period of twelve 
months for which the accounts of a library authority are 
made up : 
The expression " voter " means a person who is registered as 
a county elector or enrolled as a burgess in respect of the 
occupation of property situate in the district or parish in 
connection with which the voter is mentioned : 
The expression "overseere" includes any persons authorised 
and required to make and levy poor rates in a parish, and 
acting instead of overseers : 
The expression "common council" means in relation to the 
city of London the mayor, commonalty, and citizens, acting 
by the mayor, aldermen and commons in common council 
assembled. 
28. — (i.) The Acts mentioned in the Second Schedule to this 
Act shall be reix^aled as from the commencement of this Act, save so 
far as any of them extend beyond England and Wales ; and where 
those Acts have been adopted for any library district, that adoption 
shall be deemed to have been an adoption of this Act, and this Act 
shall apply accordingly. 

(2.) For the purpose of this section the said Acts shall be deemed 
to have been adopted for any district in which they were in force 
immediately before the commencement of this Act. 

29. Nothing in this Act shall be deemed to limit, or to reduce 
or alter the limit of any rate which any library authority is authorised 
to levy under or by virtue of any local Act. 

30. This Act shall come into operation on the first day of October 
next after the passing thereof. 

31. This Act may be cited as the Public Libraries Act, 1892. 
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SCHEDULES. section 3 



FIRST SCHEDULE. 

Regulations for ascertaining the Opinion of the Voters 

IN A Library District. 

In these regulations the expression "presiding officer" means, in 
relation to any library district, the authority required under this Act 
to ascertain the opinion of the voters in that district on any question, 
or a person appointed by that authority, and that authority is referred 
to in these regulations as the " district authority.*' 

Part I. 
Procedure ry Voting Papers. 

1. The district authority shall, before the day appointed for the 
issuing of the voting papers, provide the presiding officer with a copy 
of the burgess roll or county register, as the case may be, or of the 
part or parts thereof containing the names of all the voters in the 
library district. 

2. On the day appointed for issuing the voting papers the pre- 
siding officer shall send by post or cause to be delivered to every 
voter at his address appearing in the roll or register a voting paper in 
the form contained in Part II. of this Schedule or to the like effect. 

3. Every voting paper shall bear the number of the voter on the 
roll or register, as the case may be, and shall contain directions to 
the voter, in accordance with these regulations, as to the day on which 
and the hours within which the voting paper is to be collected or sent, 
and as to the place at which, if sent, it will be received. 

4. The district authority shall, before the issue of the voting papers, 
appoint such a number of competent persons as may be necessary to 
collect and receive the voting papers and to assist in the scrutiny 
thereof on such terms and for such remuneration as may be reasonable, 
and shall also appoint a convenient place within the district at which 
the voting papers are to be received, but the district authority shall 
not be required to collect any voting papers which have been sent by 
them to addresses beyond the limits of the district. 

5. Voting papers shall be collected between 8 A.M. and 8 P.M. of 
the third day after that on which they were issued. Such day is 
hereinafter in these regulations referred to as the polling day, and 
such last-mentioned hour is hereinafter referred to as the " conclusion 
of the poll." 
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6. A voting paper shall not after collection be delivered up to any 
person except the presiding officer or a person appointed to receive 

voting papers. 

7. The persons appointed to collect the voting papers shall, either 
before or as soon as may be after the conclusion of the poll, ddiver 
the voting papers collected by them to the presiding officer or to a 
person appointed to receive the same. 

8. A voting paper may be sent by prepaid post or by hand to die 
presiding officer at the place appointed by the district authority for 
the receipt thereof, so that it be received by the presiding officer at 
such appointed place before the conclusion of the poll Voting papeis, 
except those collected by persons appointed by the district authority, 
shall not be received at the appointed place after the conclusion of 
the poll. 

9. Kvery person appointed to collect voting papers shall be 
appointed in writing by the district authority, and shall carry such 
writing with him while employed in the collection, and shall show it 
to an}' voter who may require him to do so. If any person so 
appointed fails to comply with this rq;ulation, or if any unauthorised 
person fraudulently receives or induces any voter to part with a voting 
paper, such person shall be guilty of a misdemeanour, and liable, on 
conviction, to imprisonment for a term not exceeding six months, or 
to a fine not exceeding twenty pounds, or to both imprisonment 
and fine. 

10. A voting paper which contains the answer ")res" or "no" to 
any question put to the voters and is duly signed shall be deemed to 
be a valid voting paper with respect to that question. 

A voting paper shall be deemed to be duly signed if signed by 
the voter with his full name or ordinary signature. 

1 1. Where any voter is unable to write he may cause his voting 
paper to be filled up by another person. In such case he shall attach 
his mark to the voting paper, and such mark shall be attested by 
such other person, who shall sign his name and append his address 
thereto. A voting paper to which such mark is attached, and which 
is duly attested, shall be deemed to be duly signed. 

12. Any person fabricating a voting paper, or presenting or 
returning a fabricated voting paper, knowing that the same does not 
bear the true answer or signature of the voter to whom it was sent or 
intended to be sent, shall be guilty of personation, and liable to the 

35 .V 36 \ ici., i^enalties of that offence, as provided by the Ballot Act, 1872. 

13. The j)rcsiding officer shall, as soon as may be after the 
conclusion of the poll, proceed to a scrutiny of the voting papers, and 
shall compare the same with his copy of the roll or raster, and 
ascertain how far the voting papers have been duly signed by the 

voters. 
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14. A question put to the voters shall be deemed to be answered 
and determined in the affirmative or negative, according as the 
majority of valid voting papers returned contain the answer " yes " or 
" no " to that question. 

15. Immediately on the conclusion of the scrutiny the presiding 
officer shall report to the district authority the number of voters who 
have voted " yes " and " no " respectively to each question put to them, 
and the number of voting papers which are invalid. 

16. The presiding officer shall seal up in separate packets the valid 
and the invalid voting papers respectively, and shall transmit them, 
together with his report, to the district authority. 

17. Upon receiving the report of the presiding officer the district 
authority shall cause the result of the poll to be made public in such 
manner as they think fit. 



Part IL 
Form of Voting Paper. 

Public Libraries Act, 1892. 
Borough (Parish or other Library District) of 

No. (Here insert number of voter \\\ burgess roll or county 

register, as the case may be ) 



Question i 



Question 2 



Question 3 



Are you in favour of the adoption of the 
Public Libraries Act, 1892, for the 
borough (or parish, c^c.) of ? 

Are you in favour of the rate being 
limited to one halfpenny in the 
pound.'* {Or to three farthings, or 
of the existing limitation of the rate 
under the Public Libraries Act, 1892, 
being removed, or of the existing 
limitation to one halfpenny being 
raised to three farthings, as the case 
may require.) 

Are you in favour of an agreement 
being made with {here designate the 
body or bodies, according to section ten 
or section sixteen of this Act) for the 
purpose of [briefly state objects of 
proposed agreement) ? 



An swer i . {To befiUed [To be om i 1 1 c d 

in " Yes " or *' No.") »f Libraries 

' Act already 
adopted. ] 

Answer 2 . {To be filled [To 1 )e omit te< I 
in " Yes " or " No.") '^ "« quesii.-n 

' staled in the 
reijuisition a- 
to liiDitalitin 
of rate. ) 



Answer 3. ( To be filled [To be omiiicl 
/// " Yes " ^r " No.") »^"';.^"^'> 

raised. J 



Signature of Voter. 



I. This voting paper will be collected b\' an authorised collector Note 
between the hours of 8 A.M. and 8 P.M. on day, the 

1 8 {insert polling day), or may be sent by prepaid post or 
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by hand, addressed to {itate name or designation of presiding offiar. 
and place appointed by the district authority). If it is sent it must be 
received at that address before 8 p.m. on the above-mentioned day. 

2. You may require the coilector to show his authority in writing. 
No authority is vaHd unless it is (signed by A.B., or scaled, ot as llie 
district authority may direct). 



18 S: ig Vict., 

o. 70. 
29 & 30 Vict., 

c. 114. 
34 & 35 Vict., 

c. 7r. 
47&48 Vict., 

c. 37- 
50&51 Vict., 

C. 22. 

5J &■ S3 Vict., 

c. 9. 
S3 & 54 Vict., 



SECOND SCHEDULE. 
Acts Repealed. 



1 



The Public Libraries .\a, 1S55. 

The Public Libraries Amendment Act (England 

Scotland), 1866. 
The Public Lihraries .\ci, 1855, .Amendment Aci, 1871 

The Public Libraries Act, 18S4. 

The Public Libraries Acts Amond]Hi;nt Act, 18S7. 

The Public Libraries Acts Amendment Act, 1S89. 

The Public Libraries Acts Aniendment .\ct, 1890. 



I 




PUBLIC LIBRARIES AMKNOMKNl ACT. u^s>t \T\ 



An Act to amend the Puhlic LiimAKits Av i\ i8vi* 

[9TH Junk 1893). 

Be it enacted by the Queen's most Kxct^llont Majr^^tw Uv a\\\\ with 
the advice and consent of the Lonis Spirituid <u\d liinjuM.d, jMmI 
Commons, in this present Parliament assomhUMi, <n\d hv thr (UithnrHy 
of the same, as follows : — 

I. This Act may be cited as the Public ijbhui('«i ( Nuiriuhnrhl) t^in.ii luh 
Act, 1893, and shall be construed as one with thr Puhlii |.jlii/Uh»? "i''^^ 'J'* V'ih , 
Act, 1892 (in this Act referred to as the print ip<d Ad). mihI lh«^<»^ 
two Acts maybe together cited as the Public l.ibtMtlf*^ A(ls'. iHo^ 
and 1893. 

2. — (i.) Where a library district in an uriian di^tri( f \f<.fl»r»MfMM, 

(1.) The pnncipal Act may, subject to thr <of»rhtM»u; M.uf/nnrn ^ot^, .v^ , w 
in the second section of that A< t» \h^ .ido|,fr/|. ,if,/l f|,/ •'r»'*»M^f. tr. it, 
limitation of the maximum ratr to Ix- lf\ ir<l if*r fh/- 
purposes of that Act may within thf lifnit^; f\^f/\ }r\' 
that Act be fixed, rais<;d, or rrrrKivrd, by ,1 r^ ;olfifi/»fi 
of the urban authority unrUrr fhi<; Aft 

'ii.i The consent of th^ urban authority </j\r\\ by .1 tf ;''»lMfKM» 
of that authority imdfrr thi^ Art ^h.lll \*r .ul>';fifMtr/| n, 
an urban district for the cOfr;rnf of thr \f,Ui", ni Any 
case when the r^>nsent of ihn vofr.r^ 14 iv/'jun'^d •Mid^f' 
the principal Act, 

(2. Section three of the principal Ar.i is Ikp by o }>/v»i# /!. /, r,»r 
as it relates to an urban diitrirt. 

3. — (r.^ A resolution under t hi*; Art ';h;«ll f>^- |>;m./'/t ^t ,1 i!»r/*Jirtr^ ,'.-■»/,' • 
of the urban authonty, ^nrl one mrmth hI Irauf \^i*>fr thr* }nr/»f..v/ "• r^'-''"^'' 

^ ' ,f ft* |*'.'«V. 

special notice of the meetint/ ;ind of the in»''niK>n /> >"»f,/.'^- I^r ^.\,,y.». ,. 

resolution shall he orjvcn ro rvrr/ mrtnUirr of fh/* tuthoff - fi.M 'l»r« *•' ^''^r*-" 

notice ^hall be deemed •«. havr \irr.\\ (K^\\\ ^^.mvti •. « ■^^^^u^\y^'. .» i i ^^ . ^.. ,^ 
it is either — 



id] '.riven in *he morti* n vhirh lofj//' <. ffi»-../'t rw. r..^; ♦ 
*he riufhr>rty tr/'. i*\n'A\y /'vvn or 

'/' '\'hen! 'h^tn* lo .»t/h au*^!/- 'h/"r» tf^:.'-.-! .= I./ .<.' ' 

the ;«uthr>nty, ,%\mK dfl'tv/^^ :o '\xn .liffuUi-. .- r* f 
usual or ;t<.f-i/n^»«vi» \Akii' of t^ir>^t/- >f.*r 

rTTemb^T *t ♦! iw»tal or i**i,r -iut.un ii-iri ? .r* /*<♦ 




174 Al'l'ENDIX 



(2.) The resolution shall be published by advertisement in some 
one or more newspapers circulating within the district of the authority, 
and by caushig notice thereof to be affixed to the principal doors nf 
every church and chapel in the place to which notices are usually 
fixed, and otherwise in such manner as the authority think sufficient 
for giving notice thereof to all persons interested, and shall come into 
operation at a time not less than one month after the first publication 
of the adveriiscmcnt of the resolution as the authority may by the 
resolution fix. 

(3.) A copy of the resolution shall be sent to the Local Govern- 
ment Board. 

(4,) A copy of the advertisement shall be conclusive evidence of 
the resolution having been passed, unless the contrary be shown ; and 
no objection to the effect of the resolution, on the ground that notice 
of the intention to propose the same was not duly given, or on the 
ground that the resolution was not sufficiently published, shall be 
made after three months from the date of the first advertisement. 

Power to 4. — (i.) Where the principal Act is adopted for two or more 

libnuy autho- neighbouring urban districts, the library authorities of those dislrict-^ 

ritiestocom- may by agreement combine for any period for carrying the Act into 

execution ; and the expenses of carrying the Act into execution shall 

be defrayed by such authorities in such prr>[x>rtions as may be agreed 

on by them. 

(2.) For the purposes of the Act a joint committee may be formed, 
the members whereof shall be appointed by the several combining 
authorities in such proportions as may be agreed on, but need not be 
members of any of the combining authorities. Any such committee 
shall have such of the powers of a library authority under the 
principal Act, except the power of borrowing money, a.s the com- 
bining authorities may agree to confer upon them. 

(3.) Where any of the combining authorities are improvement 
commissioners or a local board the provisions of the principal Act 
with respect to accounts and audit shall apply to such committee ;i* 
if they were a local board who were a library authority under 1 
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INDEX. 



Accommodation in public libraries, see 
under Buildings, Size of, &c, and De- 
partments, &c. 
Borrowers, for ; Readers, for ; Staff, for ; 
&c., see under Lending Libraries, 
Reading Rooms, Reference Depart- 
ment, Staff, &c. 

Acetylene Gas, 14 

Acts— 

London Building Act — 

Public libraries defined as public build- 
ings by, 5 

Stairs and staircases as required by, 8, 9 
Public Libraries Acts, i, 157 

List of, 155 

Summary of, 156 

Text of (1892 and 1893), 157, 173 

Advertisement Readers, accommodation 
of, 104 

Alcohol Lamps, 14 

American Libraries— 
Barrier libraries — 
Reference department of, arrangement 

of, 93 
Branch libraries, 151 

Catalogues in, arrangement of, 99 

Children's rooms in, 90, 91 

Architects— 

Public library movement and, i, 2 
Selection and employment of, 1 19-122 

Areas— 

Required for — 

Public rooms generally, 
magazine rooms, 87 
rooms, 89 
Art Galleries, ioi, 102 

Entrances for, 135 
Aspect of library rooms, 10, 11 
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, 81, 83; 
children's 



B 

Barrier Svstem 
Lending libraries, in, see under Lendin.ij 

Libraries 
Reference libraries, in, .vf^z/Wt-r Reference 
Department 

Barriers, ()0 
Fixing of, 6, 60 

Reference libraries, in, disposition of, 92, 93 
Substitution of, for internal walls, uv under 
Partitions, Substitution of, ^:c. 

Basement, 5, 6 
Lighting of, i^ 

Bicycle Shkdn, 103 

BiNDERiLs, 107 

Blinds, i i 
Boilers, 26 
Bookcases, 30-40 

Childrens rooms, for, 91 

Construrtion and form of, 31, 2>-^ j}- 3':^ 

Dimensions of, 2>3^ 34, 35i 3^' 

Disposition of, 61-64, 79, 97 

Doors for, 38 

Double and sinj,'le, 31 

Dwarf, 38 

Folios, for, 39, 40 

Lending libraries, in, - 
Barrier system, "j]. 
Open shelf system, 79 

Materials for, 30, 31 

Reference department, in, see under Refer- 
ence Department, Open Shelf Refer- 
ence Libraries 

Revolvin^\ 39 

Rolling 38, 39 : use of, in book stores, 68 

Shelves for, 32, 2>Z ^ movable, 37, 38 

Show-cases, 39 ; lending libraries (open 
shelf , in, 79 ; see idso Exhibition 
Cases 
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Bookcases {continued)— 

Stepsfor, 35, 40, 41, 95, 96 
Storage, 38, 39 
Wooden, treatment of, 30, 3 1 
Book Rooms, 61-64 

Bookcases in, disposition and spacing of, 

61, 62, 63, 64 
Circular and semicircular, 64 
Position of, 124 
Special subjects and collections, for, 

97,98 
Tables in, for students, 97, 98 

Windows in, arrangement of, 62, 63 

Book Shelves, see under Bookcases 

Book Stacks, 64-67 
Central libraries, in, 1 50 
Construction of, 65, 66 
Decks of — 

Construction of, 65, 66 

Materials for, 66 

Number and arrangement of, 64, 65 
Height of, 64, 65 
Lifts in, 29, 67 
Lighting (artificial) of, 20, 2 1 
Lighting (natural) of, 66, 67 
Lightning conductors in connection with, 

27 
Reference libraries (barrier system), in 

connection with, 93 

Stairs in, 66, 67 

Book Stores, 67-69 

Heating of, unnecessary, 69 

Lighting of, 68 

Rolling bookcases in, 68 

Ventilation of, 69 
Books, space occupied by, 36 

Borrowers— 

Space* for, in lending libraries (barrier 
system), 70, 71, 75, 76; sec niso De- 
livery Room 
Boys, separate accommodation for, 89 
Branxh Libraries, 119, 150, 151 

Glazed screens used in, 134 

Income necessary for establishment of, 
146 

Internal walls omitted in, 134 

Planning of, 127, 128, 150, 151 

Staff of, 134 
Buildings— 

Cost of, see Cost cK:c. 

Donations for, 1 16 

Expenditure on, 1 1 5 

Extension of, see Extension 

Purchase of, 116 {nofc) 

Rented, 117; see also 1 1 5 (A//V, ) 
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Charging Appliances (continued)— 
Cards {continued) — 
Trays for, 57 ; Counters for accommoda- 
tion of, 58 
Indicators, see Indicators 
Ledger charging, 53 
Children— 

Bookcases for, height of, 91 

Reading rooms for, sec Reading Rooms, 

Juvenile Reading Rooms 
Tables and chairs for, height of, 90, 91 
Chivers Indicator, 55, 56 
Classification, Shelf, lending libraries 

(open shelf system), in, 79, 80 
Cleaners, sinks and cupboards for, 1 12 
Clocks, 60 
Closets— 

Librarian's, 109 
Public, 102, 103 
Staff, for, 112, 113 
Women, for, 88 
Coal Gas, 14, 15 
Coal Store, i i 2 
Collections, rooms for, 97, 98 
Colour— 
Ceilings, of, 1 3 
Dado, of, 1 3 
Walls, of, 13 
Committee Rooms, 109, 1 10 
Floors of, 6 

Spare rooms used as, 102 
Competitions, architectural, for public 

library buildings, 120-122 
Concerts, spare rooms for, 102 
Conversation Rooms, 10 i, 102 
Cornices, 8 
Corridors, 104 

Floors of, 6 
Cost of Public Library Buildings, 140, 
141, 142 
See also under Buildings, Size of, &c., and 
Departments, &c. 
cotgreave indicator, 54, 55, 56 
Counters, 57, 58 

Charging trays, to accommodate, 58 
Dimensions of, where indicators used, 56, 58 
Ledger charging, for, 53 
Lending libraries, in, — 
Barrier system, 71, 72 
Indicators, with, 72, 73 
Indicators, without, 74, 76 
Open shelf system, 78, 79 
Newspaper rooms, in, 87 
Reference libraries (barrier system), in, 93, 

95 
Cupboards, cleaners', 1 1 2 



Dado, J^^ under Walls, Internal Treatment of 

Damp, Exclusion of, 5, 6, 8, 124 

Decks, book stacks, of, see under Book 

Stacks 
Decoration, public library buildings, of. 

Delivery Room, entrance hall used as, 
105, 124, 125 
See also Borrowers, Space for, in Lending 
Libraries 
Delivery Stations, 119 
Departments to be provided in public 
libraries, 123 
Branch libraries, in, 150 
Central libraries, in, 147, 149, 150 
Disposition of, 123-135, 142, 143, 144 
Design of public libraries, 123-151 
General principles of, 123-138 
Library systems, 144- 151 

Branch libraries, 127, 128, 134, 15O1 '5' 
Central libraries, 147-150 
Single libraries, 139-144 
Desks— 

Movable, for ledgers, 53 
Reading, sec Tables, Reading 
Directory Stands, sec Stands, Directory 
Distribution of libraries, 119 
Doors, 9, 10 

Fireproof, 125 

Public entrances, in, 103, 104 

Dust, Exclusion of, 7, 10, 124, 125 
Dwarf Bookcases, 38 
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Easels, Reading, 48 

Eaves, 8 

Electric Heatinc, see under Hcatini 

Electric Lir.HTiNr., see under Li^hiin^, 

Artificial 
Elliot Indicator, 55 {note) 
Entrance Hall, 104, 105 
Entrances, 103-105 

Advertisement lobbies in, 104 

Children's, 89 

Doors in, see tinder Doors 

Galleries and museums, to, 135 

Lecture rooms, to, 131 

Lendin^^ .braries, to, 77, 78, 79 

Staff, for, 112, 113 
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Exhibition Cases, 43 

See also Bookcases, Show-cases 
Exhibitions, spare rooms for, 102 
Exits from lending libraries, 77, 78, 79 
Expenditure, see under Finance 
Extension — 

Planning with a view to, 124, 135 

Space for, 117 



Fanlights, 13 

Fans, Ventilating, 24 

Fiction, Works of, 34, 80 

Indicators for, 72 
Files— 
Periodical — 

Racks for, see under Racks 
Stands for, see under Stands 
Finance, 114- 117 

Expenditure, items of, 114, 115 
Income — 
Accommodation in relation 10, see under 
Buildings, Size of, &c., Cost of 
Public Library Buildings, and 
Departments &c. 
Sources of, 11 4, 1 16, 156 
Fire Prevention, 26-28 
Appliances for, 27 
Disposition of building in relation to, 27, 

125, 126 
Fireproof construction, 5, 26 
Doors and shutters, 125 
Floors, 5 
Roofs, 8 
Walls, 7 
Lightning conductors, 27 
Safety lamps, 28 

Situation of building in relation to, 26, 27 
Water supply for, 27, 28 
Fixtures, loans for, 1 16 
Floor Space for readers, 22, 81 

FlX)ORS— 

Coverings for, 7 

Materials and construction of, 57 

Waterproof, 28 
Folio Cases, 39, 40 
Fuel Stores, 112 
Furniture— 

Binderies, for, 107 

Cataloguing rooms, for, 107 

Committee rooms, for, 1 10 

Cost of, in relation to income aiul cost of 
building, 1 16, 117 
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Indicators, 54-56 

Arrangement of, in lending libraries, 72, y^ 

Chi vers, 55, 56 

Cotgrcave, 54, 55, 56 

Elliot, 55 {noU) 

Fiction, for, 72 

Periodicals and magazines, for, 56 

Size of, in relation to number of volumes 
registered, 56 

Unnecessary with small issues, 74 
Inscriptions on public library buildings, 
136, 137 



Juvenile Accommodation, S9-91 
Furniture for rooms, hcii^'ht of, 90 
Lending libraries, 89 
Position of rooms, 130, 131 
Reading rooms, 89-91 



Ladders, 41, 95, 96 

Ladies' Reading Rooms, 88, 113 

Lamps, electric, arraniiemcnt of, 17-20 

Land, gifts of, 1 16 

Lantern Lights, sec Roul Li-lits 

Lanterns, Magic, 10 i 

Latches, Treadle, wiekcis, lor, 39 

Lavatories— 
Librarian's, 109 
Public, 102, 103 
Staff, for, 112, 113 
Women, for, 88 
Lecture Rooms— 
Entrance to, 131 
Position of, 131 
Requirements of, 101 
Lectures, spare rooms for, 102 
Ledger Charging, 53, 54 
Lending Deparimkni, 70-80 
Harrier system, 7076, 80 
Borrowers' space, 70, 7 ' 
Counters in, 71, 72 
Disposition of, 7 1 
Indicators, with, 72, 73 
Bookcases in, 73 
Catalogues in, 73 
Counters in, 72, 73 
Indicators, without, 74-76 
Counters in, 74, 76 
Disposition of, 75, 76 
Staff accommodation in, 7i» 7S 
Lighting of, 20 



Lending Department {continued)— 
Branch libraries, in, stock of, 1 50 
Combination of open shelf and barrier 

systems in, 80 
Juvenile, 89 

Open shelf system, 76-80 
Bookcases in, 79 
Borrowers in, division of, 78, 79 
Catalogues for, 79 

Charging system in, sec Charging 
Appliances, Card, Lending Libraries 
(open shelf system), in 
Counters in, 78, 79 
Entrances to, see under Entrances 
Exits from, see under Exits 
Lighting of, 20, 21 
Show-cases in, 79 
Staff accommodation in, see under Staff, 

Accommodation for 
Wickets in, see under Wickets 
Position of, 128, 130, 131 
Screens and partitions for, 126 
Working space for staff in, position of, 132, 

135 
Liiskarian- 

Residence for, see under Staff, Accommo- 
dation for 
Room for, see under Staff, Accommodation 
for 
Library Rate, i 14 
Lifts— 
Book, 28, 29, 67, 108 
Passenger, 29, 67 
Lighting— 
Artificial, 14-21 
Acetylene gas, 14 
Alcohol lamps, 14 
liook stores, of, 68 
Coal gas- 
Direct use of, 14 
Incandescent, 14, 15 
Electricity, by, 15-21 
Advantages of, 17 
Basement light, 16 
Cost of, 15, 16 
Generation of, 15 
Lamps, arrangement of, 17 20 
Strong-rooms, of, 1 10 
Switches, disposition of, 20, 21 
Expenditure on, 1 15 
Petroleum lamps, 14 
Store-rooms, of, 69 
Natural — 

Binderies, of, 107 
Confined sites, on, 1 18 
See also Windows 
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Newspapkr Rkai)IN(; Rooms, sec under 

Reading Rooms, I'eriodicals, for 
Newspafkr Reading Slopes, 48-50 

Advcrtiscmcnls, for, 104 

Window sills in relation to, height of, 12 



Open Shelf System— 

Lending libraries, in, see under Lending 

Department 
Reference libraries, in, see under Refer- 
ence Department 
Open Shelves in children's rooms, height 
of, 91 



I'ACKiNG Rooms, 107, 108 

l*AINT— 

Ceilings, on, 7 

External woodwork, on, 8 

Washable, on walls, 8 
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Lightning Conductors, 27 
Loans— 

Building, 11 4- 117, 156 

Fixtures, for, 1 16 

Purchase of buildings, for, 1 16 {note) 

Sites, for, 115, 116, 156 
Lobby for advertisement sheets, 104 
Local Government Board, 116, 156 
London Building Acts, see under Acts 



M 

Magazine Reading Tap*les, see under 

Tables, Reading 
Magazines— 
Indicators for, 56 
Racks for, see Racks, Current Magazines 

and Periodicals, for 
Reading rooms for, see under Reading 
Rooms, Periodicals, for 
Magic Lantern, provision for, in lecture 

rooms, 10 1 
Maps— 
Accommodation for, 42, 43 
Reference libraries, in, 93 
Mess-rooms, i 10 
Museums, ioi, 102 
Entrances for, 135 
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Radiators, position of, 23, 25, 26 
Rate, Library, 114 
Effect of, on library organisation and 
building, 3 
Ratepayers' Reading Rooms, 91 
Readers— 
Accommodation for, see Reading Rooms 
Floor space for, 22, 81 
Table space required for, sec Tables, Read- 
ing, Dimensions of 
Reading Desks, see Tables, Reading 
Reading Easels, see Easels, Reading 
Reading Rooms, 81-91 
Areas required for, 22 
Chairs for, sec under Chairs 
Disposition and spacing of furniture in, 

81-84 
Juvenile, 89-91 

Lighting of, sec under Lighting 
Periodicals, for — 
General periodical reading rooms, 88 
Magazine reading rooms, 87 
Combination of, with reference reading 
room, 98 
Newspaper reading rooms, 84-87, 127, 

142 
Position of, 130, 131 
Screens and partitions for, 126 
Ratepayers', 91 

Reference, sec Reference Department 
Students', 91, 98 
Women's, 88 ; position of, 113 
Reading Slopes, disposition and spacing 
of, 84-86 ; sec also Newspaper Read- 
ing Slopes 
Reading Tadles, sec Tables, Reading 
Receiving Rooms, 107, 108 
Reference Books in branch libraries, 

150 
Reference Department, 92-98 
Barrier reference libraries, 92-95 
Catalogues in, 93 

Stack system in connection with, p3 
Tables (reading) in, arrangement of, 93 
Central library, in, 147 
Counters in, see under Counters 
Library systems, in, 146, 147 
Magazine room combined with, 98 
Open shelf reference libraries, 95-97 

Bookcases in, arrangement of, 95, 96, 

97 
Catalogues in, arrangement of, 96, 97 

Students' tables in book room, 97 

Tables (reading) in, arrangement of, 96 

Wickets in, 96 

Reading rooms, position of, 126, 128, 131 



Reference Department (continued)— 
Reading tables for, see under Tables, 

Reading 
Rooms for special subjects and collections, 

97, 98 
Students' reading rooms, 98 

Refreshment Rooms, 103 

Residences, librarians' and caretakers', see 

under Staff, Accommodation for 

Revolving Bookcases, 39 

Rolling Cases, see under Bookcases 

Roof Lights, 13 

Binderies, for, 107 

Disposition of building as affecting, 126 
Roofs, materials and construction of, 8 



Safe, librarian's room, for, 109 

Screens, see Partitions 

Seats, sec Chairs 

Sheaf Catalogues, see under Catalogues 

Shelving, sec Bookcases 

Shoot— 

Coals, for, 1 1 2 

Packing cases, for, 107, 108 
Show-cases for Books, see under Book 

cases 
Shutters, fireproof, 125 
Sills, Window, see under Window b 
Sinks, cleaners', 1 12 

Sites— 

Ciift of, 1 16 

Loans for, 11 6, 154 

Position of, 118, 1 19 

Purchase of, 1 16, 156 

Requirements of, 11 7-1 19 
Skylights, see Roof Lights 
Slopes, Newspaper Reading, sec News 

paper Reading Slopes 
Smoking Roonls, 10 i, 102 
Sound-proof Construction- 

Concert rooms, for, 102 

Floors, for, 7 

Walls, for, 7 
Spare Rooms, 10 i, 102 
Spkaking-tup.es, 28 
Stacks, sec Book Stacks 

Staff— 

Accommodation for, 106-113 
Binderies, 107 
Branch libraries, in, i 50 
Caretaker's residence, 110, in, 143 
position of, 126 
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Staff {continued)— 
Accommodation for {continued)— 
Cataloguing rooms, 107 
Central libraries, in, 149 
Disposition of, 131- 134 
Lending libraries, in, — 
Barrier system, 7'* 75 
Open shelf system, 77, 78, 79 
Librarian's residence, no, in; position 

of, 126, 143 
Librarian's room, 108, 109 
Fittings and furniture in, 107 
Lavatory and closet in connection 

with, 109 
Outer office to, 108 
Position of, 108, 133 
Requirements of, 109 
Mess-rooms, no 

Receiving and packing rooms, 107 
Workrooms, 106, 107 
Closets for, see under Closets 
Entrances for, n2, \i^ 
Lavatories for, sec under Lavatories 
Rooms for, floors of, 6 
Small libraries, in, 142 
Staircases for, n2, w^ 

Stairs— 

Hook stacks, in, 66, 67 

Children's rooms, to, 89 

Dimensions of, requirements of London 

Building Act as to, 8, 9 
Materials for, 9 
Public, 8, 9, 105 
Staff, for, n2, 113 

Stands— 

Directory, 44 
Reference libraries, in, — 

Barrier system, 93 

Open shelf system, 96 
Newspaper files for reading rooms, for, 

50 
Stkp-ladijkk.s sec I^idders 
Stk!\s— 

Bookcases, for, sec under BookcasCb 
S 10 K Ac; V. C AS KS — 

Books, for, 38, 39 

Periodicals, for, 43 
Stork-Rooms, 108 

Books, for, sec Book Stores 

Periodicals, for, 69 
Stovks, 25 

Binderies, for, 107 

Workrooms, in, 106 
Strong- Ro<:) MS, no 
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Vkntilation, 21-24 

Areas required for efficient, 22 

Artificial, 22 

Book stores, of, 69 

Height of rooms required for efficient, 22 

** I*lenum " system of, 24 

Store-rooms, of, 69 
Vrstibulks, I*ui5LIC, 104, 105, 127 ; floors 
of, 6 



W 



Walls— 
Internal — 
Omission of, in branch libraries, 134, 151 
Treatment of, 7, 8 
Colour, 13 

Dado in public rooms, colour of, 13; 
materials for, 7, 8 
Materials and construction of, 7, 8 
St'C aho Partitions 



Waste Paper— 

Bins for, 60, 112 

Boxes and baskets for, 60 
Water Supply, 28 

Binderies, for, 107 

Expenditure on, 1 1 5 
Wickets, 10, 58-59, 96 

Lending libraries (open shelf system), in, 

n, 78, 79 
Reference libraries, in, 96 

Treadle latches for, 59 
Windows, 10-13 

Book rooms, in, 62, 63 

Book stacks, in, 67 

Lending libraries, in, 80 

Outlook of, 124 

Sills of, height of, 1 2 ; in newspaper reading 
rooms, 85 
Women, special accommodation fur, sec 

undtr Reading Rooms 
Woodwork— 

Bookcases, in, 30, 31 

External, 8 

Fittings and furniture, in, 42 
Workrooms, ic/), 107 
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Riinule dela.liof cunioticlionandaramlinienlatian."— >r(*ur J-. Fttwr-. £!,/.. M. A.. F.S.A. 

Royal ^to, tloth, gilt. s^s. net. {Pubiiihed at £1 u.) 
MEDIEVAL FOLIAGE AND COLOURED DECORATION 
IN ENGLAND. By Jas. K. Colling. A series of Examples 
taken from Buildings of the Twelfth to the Fifteenth Century. 
Containing 76 Lithographic Plates, representing 600 examples. 
A hook of exceptional and veiy near]]' unique intetesl. Apail from 
Pugin's " Col hie Ornaments, " jl is the only collection that exists of well- 
diawn specimeni of old English caived voik, bulti in iffnc <i>x/tDEWf/, mii/ 
rangins at'cr lie vihtli of Ike Middle Agti. 

Large ^to, art canvas, gtlt. £1 ^s. net. 

THE ART AND CRAFF OF GARDEN MAKING. By 
Thomas H. Mawson, Garden Architect Second Edition, 
revised and much enlarged. Containing upwards of aoo 
Illustrations (50 of which are full-page) of perspective views, 
plans, and details of gardens, ranging in size from a tiny 
cottage garden to gardens of twelve acres in extent. 
Folio, hoi/ morocco, gilt. £^ 41, net. 

FORMAL GARDENS IN ENGLAND AND SCOTLAND. 
A Scrifs of Views, Plans and Details of the finest Old Gardens 
siill existing. With an Introduction and Descriptive Accounts. 
By H. Inigo Tbiggs, A.R.l.B.A, Containing 125 fine Plates, 
72 from the Author's Drawir^s, and 53 from Photographs 
specially taken. 



5 
Crown /^to, handsomely bound in art canvas^ gilt. Price 2 is. each^ net. 

OLD ENGLISH COTTAGES AND FARM-HOUSES. 
A Series of Volumes designed to iUustrate the most typical and 
beautiful remains of minor Domestic Architecture in England. 
Each volume contains 100 Photographic Plates, artistically 
printed in Collotype, accompanied by Descriptive Notes and 
Sketches. 

(i) KENT AND SUSSEX. Photographed by W. Galsworthy 
Davie and described by E. Guv Dawber. The rural buildings 
of Kent and Sussex are typical of native homely English work, 
and amongst them may be found nearly every style of archi- 
tecture. 

" Every cottage illustrated has interest through its picturesqueness, and the variety of them 
is remarkable."— The Arckittct. 

*' All lovers of our domestic architecture should buy this book." — T/te Antiquaty. 

(2) SHROPSHIRE, HEREFORDSHIRE, AND CHESHIRE 

Photographed by James Parkinson and described by E. A 
OuLD. This volume illustrates the half-timber buildings 
characteristic of these counties. 

" No districts in Great Britain are more richly endowed with specimens of genuine half- 
timber work than these three beautifully wooded counties, so that Mr. Parkinson has had little 
difficulty in providing an attractive series of photographs in his well-produced and useful 
volume." — The Building Nerus. 

(3) THE CO TSWOLD DISTRICT, comprising parts of Glouces- 

tershire, Oxfordshire, Northants, and Worcestershire. Photo- 
graphed by W. Galsworthy D.wie and described by E. Guv 
Dawber. The buildings illustrated in this volume are 
essentially of a stone type, and present a special variety of 
architecture, very dissimilar to those illustrated in ihe two 
previous volumes. 

" This charming volume contains one hundred photographs of the most beautiful domestic 
buildings in the country . . . "—Tkt Daily Sews. 



Large Svo, art canvas, gilt, 1 51. net. 

OLD ENGLISH DOORWAYS. A Series of Historical Examples 
from Tudor Times to the end of the XVIIIth Century. Illus- 
trated on 70 Plates, reproduced in Collotype from Photographs 
specially taken by W. Galsworthy Davie. With Historical 
and Descriptive Notes on the subjects, including 34 Drawings 
and Sketches by Henry Tanner, A.R.I.B.A., Author of 
** English Interior Woodwork." 

" A most admir.iblc addition to any liV>rary of architectural and artistic book*. The jiuhjerts 
brought together in this volume comprise many of the best types of doorw.iys to be seen in 
England." — The SHiUing Xetvf. 

13. T. BATSFORD. 

PUBLISHER, 

94, High Holborn, London. 




Imperial itlo^ doth. lot. ftd. 
ORDERS OF ARCHITECTURE — Greek, Roman, and 

Italian. A Collection of Typical Examples from Normand's 
" Parallels " and other Authorities, with Notes on the Origin 
and Development of the Classic Orders, and descriptions of 
the plates, by R. Phene Spiers, F.S.A., Master of the 
Architectural School of the Royal Academy. Fourth Edition, 
revised and enlarged, containing x^ full-page Plates, seven of 
which have been specially prepared for the work. 

varioDi Qrdv^rt. Mr. Spivii Rivvi ifcofniKd cvimpttt orihe principftl farmi of capiiKl ■ad Inu, 
Jind of the finer Bnit boldo prafil» of cnubUtura, wilh Ihdr dKdUive complements. A food 
reiiuit of ibi pliiEt it Itie Kale below eich in Enflith feci. Mr. St^en'i unlet ur tJia •tiy 
■pprorriiie and uitM"—TIu Briliik Artkittcl. 

Large fvlio, chtk. -Qt los. nel. 
EXAMPLES OF GREEK AND POMPEIAN DECORATIVE 
WORK. Measured and drawn by J. Crom.\r WArr Con- 
taining 6a Collotype Plates (17 ins, x 13 ins.), reproduced from 
the original Pencil Drawings of the Author, and comprising 
Architectural Details, Ornament in White Marble, Painted and 
Modelled Terra-cotta, Mosaic Pavement, and a variety of 
Ornamental Bronze ^Vork. 



Small folio, cloth, gill. £^\ $s. net. 
THE HISTORIC STYLES OF ORNAMENT. Containing 
1,500 Examples of the Ornament of all Countries and Periods, 
exhibited in 100 Plates, mostly printed in Gold and Colours. 
With Historical and Descriptive Text (containing 136 Illus- 
trations), translated from the German of H. Doi.mktsch. 

A wcll-sclcded "' Grammnr of Oinamenl," which gives jiaiiiculai 
Mltnlion 10 Ihe Act of the Renaissance. 

Royal 8ui', cloth, gilt. 6s. net. 
A MANUAL OF HISTORIC ORNAMENT. Treatingupon the 
Evolution, Tradition, and Development of Architecture and 
other Applied Arts. Prepared for ihe use of Students and 
Craftsmen. By Richard Glazier, A.R.I. B. A., Headma&ter 
of the Manchester School of Art. Second edition, revised and 
enlarged, containing 6oo Illustrations dravm by the author. 

teen any bcwk, WuBht i>ut oa pofKil«r Unei> ihu could compare wii^ Mr. GUaier'a ' Maniul.' 
In inAny wnyii it u the belter book of the two. . . . Ir fimtily abouiidi witli W*uiifiil, 
delkilely-drmwn lliuniuioai, uid fomu > perTeci ituHiry of detiini.' -'^.Ir £ai4uJi>r. 



Thick demy Svo, cloth^ gilL 12s. 6d. 
A HANDBOOK OF ORNAMENT. With 3,000 Illustrations of 
the Elements and the Application of Decoration to Objects. 
By F. S. Meyer, Professor at the School of Applied Art, 
Karlsruhe. 3rd English Edition, revised by Hugh Stannus, 
F.R.I.B.A., Hon. A.R.C.A. 

" A Library, a Museum, an ENCVCLOPiVDiA, and an Art School in one. To rival it 

AS A BOOK or REFSRENCB ONE MUST FILL A BOOKCASE." — T^ Siudi0. 

In stout wrapper-envelope. 2J. 6d. net, 

AN ALPHABET OF ROMAN CAPITALS, together with three 

sets of lower-case letters, selected and enlarged from the finest 

examples and periods. By G. Woolliscroft Rhead, R.E., 

Hon. A.R.C.A. Each letter 7 ins. square, with descriptive text. 

Professor W. R. Iiethaby writes : — ** I am very glad that your speci- 
men Alphabets have been published. Some definitive examples to which 
one could point have been badly wanted. I hope every Art School in the 
country will soon be provided with a copy, and in that case I do not doubt 
we shall shortly see a much-needed improvement in this simple matter of 
lettering." 

Crotvn Svo, cloth, 31. (id, net. 

ALPHABETS, OLD AND NEW. Containing 200 complete 

Alphabets, 30 Series of Numerals, Numerous Facsimiles of 

Ancient Dates, &c. Selected and arranged by Lewis F. Day. 

Preceded by a short account of the Development of the 

Alphabet. Second Edition, revised and Enlarged, with many 

further Examples. The most handy, useful, and comprehensive 

work on the subject. 



'^ Everyone who emplovs practical lettering will be gnteful for ' Alphabets, Old and New. 

>larly a " 
of his own design." — The ArtJoHmal. 



Mr. Day has written a scholarly and pithy introduction, and contributes some beautiful alphabets 



Crown Szkf, cloth, 55. net, 
LETTERING IN ORNAMENT. An Enquiry into the Decora- 
tive Use of Lettering, Past, Present, and Possible. By Lewis F. 
Day. With 200 Illustrations from Photographs and Drawings. 

" The book itself is an admirable one, and the author's clearness of thought and expression 
makes it most readable and instructive. . . . The illustrations range over a wide field and 
are invaluable, as they show at once what has been done by the artists of many nations." — TA/ 
Builder's Journal. 

Crown Svo, cloth, ^5. net, 
ART IN NEEDLEWORK : A Book about Embroidery. By 
Lewis F. Day and Mary Buckle. Second Edition, revised, 
containing 80 full-page Plates, reproduced from photographs, 
and 45 Illustrations in the text. 

An invaluable Review of the Art and Practice of Embioidery. 
In ornamental paper wrapper, is, net, 
MOOT POINTS. Friendly Disputes on Art and Industry between 
Lewis F. Day and Walter Crane. With amusing Caricatures 
by Walter Crane. 

" One of the most interesting books on art that has come my way this winter. It is rich in 
suggestion Everyone interested in art should boy it." — TAe Acmdemy. 

B. T. BATSFORD, 

PUBLISHER, 

4. High Holbom, London. 



Demy 8iv, art linen, gi/t. 6s. net. 
THE PRINCIPLES OF DESIGN. A Textbook especially 
meet the requirements of the Board of Education 
"Principles of Ornament.'' By G. 
R.C.A. With 1 6 photographic 
itions, chiefly from line drawings. 
3 of ORNAMENTAL DESIGN. 
', 7J. 6iL net. 

or Students, treating in a prac- 
ling, and Evolution of Repeated 
;es of text, with upwards of 300 
rawings and from photographs. 
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a. 8j. 6d. net. 

..iCATION. Ascquelto "Pattern 

iiutiion to the Study of Design in relation 

•^ ways of Workmanship. Containing 320 

lions of l3ecorati\-e Objects and Oma- 

Photographs and Drawings. 



Thick crowH &w, cloth, gilt, t is. i>d. 
NATURE IN ORNAMENT. An Enquiry- into the Natural 
Element in Ornamental Design, and a Survey of the Oma- 
mental Treatment of Natural Forms. With 450 Illustrations. 
3rd Edition, revised and enlarged. 

" A book niDTE bnul.rul f« ill illuirxions m sng man uKful la Miidciio of an can liacdly 
b* imatined."- Til (?■/«. 

Medium Sw, clot/), gill. £,1 ts. net. 
WINDOWS: A BOOK ABOUT STAINED AND PAINTED 
GLASS. By Lewis F. D.^v. Second Edition, revised, con- 
taining 50 full-page Plates, and upwards of 200 other Illustrations. 



iproduced,-— r*( Slu-iie. 

Large Btio, cloth, y. 6rf. net, 
■SOME TERMS COMMONLY USED IN ORNAMENTAX, 
DESIGN, their Application Defined and Explained. By 
T. Erat H.'^rrison and W. G. Padlsos Townsend, Examiners 
in Design to the Board of Education. With numerous Illus- 
trations, including many beautiful examples of design. 



Large Zvo^ cloth, 5J. net, 

A HANDBOOK OF PLANT FORM FOR STUDP:NrS OF 
DESIGN. By Ernest E. Clark, Art Master, Derby Tech- 
nical College. Containing 100 Plates (size 10^ ins. by 7.V ins.), 
illustrating 61 varieties of Plants, comprising 800 Illustrations. 
With an Introductory Chapter on the Elementary Principles of 
Design, Notes on the Plants, and a Glossary of Botanical Terms. 

" Such a book has lon^ been needed, and the appearance of this handsome volume at Mich .1 
moderate price will be hailed with satisfaction by students of design everywhere."— .4 r/j <i//</ 
Crafts. 

** A tiventiethcentury Herbal.'^ — The Art Journal. 

STUDIES IN PLANT FORM for the Use of SiUDtxTS, 
Designers, and Craftsmen. By G. WooLLiscROFr Uhk.xd, 
R.E., Hon. A.R.C.A. Containing 25 photo-lithographic IMalcs, 
reproduced in black-and-white from the author's drawings, 
illustrating upwards of sixty varieties of Plants, together with 
over eighty illustrations of Detail. Folio (size 17^ ins. by 13 ins. ), 
in cloth portfolio, 20^. net. 

Mr. Walter Crane, writing to the author, says :— " I think your 'Studies in Pl.i: t Form 
are well selected, and powerfully drawn, and give the characteristics of growth and stru(.;uic 
very definitely, in a way likely to be useful to students and designers." 

"Drawings more trustworthy have not been published in our day, nor yet NtuJie<> upon 
which designers could so surely rely for information." — The Att Jourtuil. 

Imperial /^to, handsonuly bound in cloth gilt, jQi 55. net. 

DECORATIVE FLOWER STUDIES for the use of Artists, 
Designers, Students and others. A series of 40 Coloured 
Plates, printed by hand by a stencil process in facsimile of the 
original drawings, accompanied by 350 Studies of Detail 
showing the Development of the Plant in successive stages. 
With Descriptive Notes. By J. Foord. 

" A truly valuable and beautiful book The coloured plates are nearly .ill good ; 

they have a certain spaciousness of treatment that is full of delicacy and freedom ; and wt have 
no doubt at all that tne book, considered as a whole, is a real gain to all who take delig!u in the 
decorative representation of flowers." — The Studio. 

" The author is duly regardful of the designer's wants, and supplements the coloured page 
by outline drawings of details likely to be of use to him." — TMe Art Journal. 

Crown SvOf cloth, ^s. Gd, Tiet, 
DECORATIVE BRUSHWORK AND ELEMENTARY DIC- 
SIGN. A Manual for the Use of Teachers and Students. By 
Henry Cadness, Second Master of the Municipal School of 
Art, Manchester. Second Edition, revised and enlarged, with 
upwards of 450 Examples of Design. 

Synopsis of Chapters: — Materials. — Preparatory Work. — 
Methods of Expression. — Elementary Forms of Ornament. — 
Natural Forms. — Influences in Styles. — Application of Study. 

" In fact, the very grammar and technique of design is cemented within the conip.^s:^ of thi- 
volume, which is likely to prove a powerful aid to those who propose to devote tlieinsclxes to 
designing, an occupation in which there is a wide and ample lickl." — Tlu Queen. 

B. T. BATS FOR I), 

PUBLISHER, 

94, High Holborn, London. 




Folio, buckram, gilt. £,<, 51. net. 

OLt) SILVERWORK, CHIEFLY ENGLISH. FROM THE 
XVth TO THE XVIIIih CENTURIES. A series of choke 
examples selected from ihe unique loan colleclion exhibited at 
St. James's Court, London, in aid of the funds of the Children's 
Hospital, supplemented by some further fine specimens from 
the collections of th^ Dukes of Devonshire and Rutland. 
Edited, with Historical and Descriptive Notes, by J. Starkib 
Gardner, F.S.A. Containing iii beautiful Collotype Plates 
reproduced in the most effective manner, and illustrating some 
of the choicest specimens of the Art during the Stuart, Queen 
Anne, and Georgian periods. 

Fi>lto, cloth, gilt. jCi 161. rift. 

ENGLISH INTERIOR WOODWORK of the XVI., XVII., and 
XVIIL Centuries. A series of 50 Plates of Drawings to scale 
and Sketches, chiefly of domestic work, illustrating a fine series 
of examples of Chimney Pieces, Panelling, Sides of Rooms, 
Staircases, Doors, Screens, drc, &c., with full practical details 
and descriptive lest. By Hekrv Tannkr, A.R.I. B.A., Joint 
Author of "Some Architectural Works of Inigo Jones." 
Large Bi'o. doth, gilt. \is. bd. net. 

THE DECORATION OF HOUSES. A Study of House 
Decoration during the Renaissance Period, with suggestions for 
the decorative treatment, furnishing, and arrangement of modern 
houses. By Edith Wharton and Ocoen Codman, Architect. 
With 56 full-page Photographic Illustrations. 

"ThEboalt iianc ohich ihould bt m Ihc libiiiyof T'*ry (ntn (nii woman o( ncwM, r<iT fit 

Large folio, handsomely bound in old s/yte. /^i \os. net. 

THE DECORATIVE WORK OF ROBERT AND JAMES 
ADAM. Being a Reproduction of all the Plates illustrating 
Decoration and Furniture from their "Works is Architec- 
ture," published 1778—1811. Containing 30 lai^e folio Plates 
(size, iQ inches by r4 inches) giving about 100 examples of 
Rooms, Ceilings, Chimney-pieces, Tables, Chairs, Vases, Lamps, 
Mirrors, Pier-glasses, Clocks, &c., Sic, by these famous 
Eighteenth-century Designers. 

Demy 4/0, chlh, gilt. 1 3S. 61/. net. 

PRACTICAL DRAPERY CUTl'ING. A Handbook on Cutting 
and Fixing Curtains, Draperies, S:c., with descriptions and 
practical notes, for the use of Upholsterers, Cutters, and 
.Apprentices. By E. Noetzli, formerly Lecturer and Instructor 
on Upholstery at the Municipal School of Technology, 
Manchester. Illustrated by 30 full-page Plates. 



XI 

Medium 8f^, cloth^ gilt, 15X. net 

OLD CLOCKS AND WATCHES AND THEIR MAKERS. 
Being an Historical and Descriptive Account of the different 
Styles of Clocks and Watches of the Past in England and 
Abroad, to which is added a List of 1 0,000 Makers. By F. J. 
Briti'EN. Second edition, much enlarged, containing 740 pages, 
with 700 illustrations, mostly reproduced from photographs. 

" It is a book which majr be augmented in the future, but will scarcely be replaced, and 
which holds, in its wav, a unique position in literature. ... To the collector and amateur 
it is indispensable.'* — Notex and Queriex. 

Small foiiOy cloth, gilt^ old styU. J[^2 ioj. net, 

HEPPLEWHITE'S CABINET-MAKER AND UPHOL- 
STERER'S GUIDE; or. Repository of Designs for every article 
of Household Furniture in the newest and most approved taste. 
A complete facsimile reproduction of this rare work (published 
in 1794), containing nearly 300 charming Designs on 128 Plates. 

Original copies when met with fetch from ^17 to j[,\Z. 

" Hepplewhite*s designs are characterised by admirable taste and perfect workmanship. . . . 
They are kept clear of the pitfalls which proved so fatal to the reputation of Chippendale, and not 
a few of them attain to a standard of refinement beyond which it seems hardly possible to go."— 
The Cabiiui Maker. 

FoliOy half-cloth^ jQ^ 15J. net^ or bound in ha If -calf jQ^ 45. net. 

CHIPPENDALE'S THE GENTLEMAN AND CABINET- 
MAKER'S DIRECTOR. A complete facsimile of the 3rd 
and best Edition of this rare and much esteemed work. Con- 
taining 200 Plates of Designs of Chairs, Sofas, Beds and 
Couches, Tables, Library Book-cases, Clock-cases, Stove Grates, 
Fire Screens, Pier Glasses, &c. 

The third edition of Chippendale*s work, originally published in 1762, 
contains forty more plates than either of the two previous editions, and is be- 
coming increasingly difficult to meet with. An original copy in good state 
would be worth from ;i^20 to £2^. 

Demy ^to, art linen y gilt, ^i 5^. net. 

COLONIAL FURNITURE IN AMERICA. By Luke Vincent 
LoCKWOOD. An Historical and Descriptive Handbook of 
the Old English and Dutch Furniture, chiefly of the 17th 
and 1 8th Centuries, introduced into America by the Colonists. 
With 300 Illustrations of Chests, Couches, Sofas, Tables, Chairs, 
Settees, Cupboards, Sideboards, Mirrors, Chests of Drawers, 
Bedsteads, Desks, &c. 

To collectors, amateurs, and furniture designers this volume cannot but 
be of the greatest interest and value, for while much of the furniture 
illustrated is of English origin, all the examples are in keeping with the 
best traditions of design and workmanship characteristic of English work of 
the 17th and i8th centuries, 

B. T. BATS FORD, 

PUBLISHER, 

94,;High Holbom, London 




Folio, enehsed in Portfolio, iji. tut. 
EXAMPLES OF FURNITURE AND DECORATION 
DESIGNED BY THOMAS SHERATON. Conlaining a 
selection of 167 specimens, reproduced on :6 Plales (18 ins. by 
12 ins,), from his rare "Cabinet Maker and Upholsterer's 
Drawing Book," published 1791 — 1802. 

Folio, cloth, gilt. £3 as. net. 
OLD OAK ENGLISH FURNITURE. A Series of Measured 
Drawings, with some examples of Architeciural Woodwork, 
Plasterwork, Metalwork, Glazing, &c. By J. W. Hurrell, 
Architect. Containing tio full-page Plates. 

For ingenuity and qunlntncu ot de^gn. richness of moulding, >n<l 
profusion of ornament, the old oak fuinilure of Engl^'"' >* probably 
unsurpassed by theeontempHirajieous wotkofanyolherco " " '"' 

. [ilaleR illBslrnie ihe Inie Spicit of the woilt by mear 
detailed aii:il)si- of its const niction and design. 

Ji/i/',-riiil 4to, in doth portfolio, gilt. ^1 Ss. 
DETAILS OF GOTHIC WOOD CARVING. Being a series 
of Drawings from original work of the XlVth and XVih 
Centuries. By Fbanklyn A. Crali^n. Containing 34 Pholo- 
lithographic Plates, two of which are double, illustrating si 
of the finest specimens of Gothic \Vood Cari'ing extant. With 
sections where necessary, and descriptive text. 

"Thiiadmirablc warklimt Df f rui tntcml and nllK, . . . Eriiy nriily of Ciolh'ic 

FRENCH WOOD CARVINGS FROM THE NATIONAL 
MUSEUMS. A Bt-ries of Examples printed in Collotype from 
Pholograi^hs specially taken from the Carvings direct, Edited 
by Elkanor Rowk. Parti., I..ate 15th and Early 16th Century 
Examples; Part II., 16th Century IVork ; Part HI., 17th and 
18th Centuries, llie 3 Series complete, each containing 18 lai^e 
folio Pl.ites, with Descriplive Letterpress, folio, in portfolios, 
price lis. each net ; or handsomely half-bound in one volume, 
£2 5s. net. 

iVJTi/ tiiiiaUHr. . . . Tfif plalcKnif Ml » \m\f a fctiilr, and ah ut clcartr |ira<luc«d. ihai th«y ^^^ 

Croivn &vo, paper covtn. li. 
HINTS ON WOOD CARVING FOR BEGINNERS, By "^ 

Ei.EANOK Kowe. Containing notes on the tools, selection of 
the wood, and methods of carving, Src. Fourth Edition, revised 
and enlarj;ed, with 13 full-page and smaller Illustrations. 

"Tht niosc uiirfiil 1...I (".cikjl <n.,ill bank nn -ood uiiing », Vno» aC-TAi BmUrr. 

■■ Kull ot wund ■liT' '""<• ""U s<wd »"g)!t^iii>.i>. '■- r/,1 Maififri/.l rt. W 
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Crown %vo^ paper cavers, is. 

HINTS ON CHIP CARVING and Simple Northern Styles. Con- 
taining practical instructions on the setting out of the patterns, 
on the use of the tools, and the methods of carving. By 
Eleanor Rowe. With 40 Illustrations. 

" A capital manual of instruction in a craft that ought to be most popular." 

Saturday Riviiw. 

Crown %vo^ paper covers, is, net, 

THE ART OF BRASS REPOUSSt. A Manual of Practical 
Instruction for the Use of Amateurs. By Gawthorp, Art 
Metal Worker to His Majesty. With a Prefatory Note by the 
Rt. Hon. the Countess Amhkrst. Third Edition, revised and 
enlarged, with 43 Illustrations. 

Imperial folio ^ buckram, gilt. j[^^ y. net. 

ENGLISH AND SCOTTISH WROUGHT IRONWORK. A 
Series of Examples of English Ironwork of the best period, with 
which is included most that now exists in Scotland. By Bailey 
Scott Murphy, Architect. Containing 80 tine Plates (size 
21 J ins. by 14.J ins.), 68 reproduced from measured drawings, and 
12 from photographs specially taken. With Descriptive Text. 

"This volume stands alone as a unique collection of the be<it work in wrought iron done 
in Great Britain. It is replete with exact delineations .ind precise dimensions technically and 
thoroughly realised for the student and practical craftsman." — The BuiUinji; Nnvs. 

Demy ^V(\ cloth. 6s. 

A HANDBOOK OF ART .SMITHLVG. Bv F. S. Meykr, 
Author of " A Handbook of Ornament." With an Introduction 
by J. Starkie Gardner. Containing 214 Illustrations. 

"A most excellent manual, crowded with ex.implcs of ancient work. The Introduction is 
by Mr. Starkie Gardner, and students know what that name implies." — The Studio. 

Large Svo, art linen, is. 6d. net, 

THE APPRECIATION OF PICTURES. An Historical and 
Critical Handbook of Ancient and Modern Art for the Artist, 
Student, and Connoisseur. By Russell Sturgis, M.A. With 
73 full-page Photographs after Famous Pictures. 

" This book is so well founded in the study of the masters, old and new ; so faithful to the 
true idea of the graphic arts, and so well written, that it could be read with interest and sympathy 
by anybody who loves paint." — The Scotsntnu. 

Large 8?'^, art linen. 75. 6d. net. 

PICTORIAL COMPOSITION AND THE CRITICAL 
JUDGMENT OF PICTURE.S. A Handbook for Students 
and lovers of Art. By H. R. Poore. With about 150 Illus- 
trations, chiefly reproduced from photographs, of celebrated 
pictures, including numerous elucidatory diagrams. 

One of the best works of its kind. Of particular value to the artist, to 
the art student, and to ail interested in understanding the merits of a picture. 
The book is, in fact, a liberal education in art. 

H. T. BATSFORD, 

PUBLISHER, 

94, High Holbom, London, 



ivith Chapti 

&c. Based to 

Hy H. W. RoBKi 

1 

THE PRINCIPLE! 
Prepared for tht 
metric Drawing i.. 
By G. A. T. M: 
Diagrams and 8 fii 

Demy 4 

ARCHITECTURAL t 
reference lo ailisl'" de 
Author of "The ( s 
with z8 full-page afj 

Crown ^vo, 

PEN DRAWING. j*"''li 
Maginnis, Instri in 

Club. With a sp 
trated by 72 Repn 
Black -and- While Artis 
Large Imperii. 

THE PRINCIPLES OF^ 
An aitem|)t to Order 




T^rge Imperial 8iw, cloth, is. 6d. net. 
ARCHITECTURAL SKETCHING AND DRAWING IN PER- 
SPECTIVE. A Progressive Series of 36 Plates, illustrating 
the Drawing of Architectural Details, and Sketching to Scale; 



Methods, Figures, Foliage, 
R.'s Method of Perspective. 
R.'s Method" 
2S. 6d. net. 
J i:CTURAL PERSPECTIVE. 
lis, &c., with chapters on Iso- 
tion of Finished Perspectives. 
_. LI.B.A. Illustrated with 51 
ings by various Architects. 
(. 8j. 6i net. 

A Text- book with special 

By R. PheniJ Spiers, F.S.A., 

Architecture," &c. New Edition, 

If; Plates. 

linen. 51. 6rf. net. 

o Treatise. By Charles D. 
)rawing, Boston Architectural ^ 
ji Architectural Drawing. Illus- 

■'.. f the Work of the principal 
ccic 1 Diagrams, &c. 
ih, gilt. los. net 
ECTURAL COMPOSITION. 
Li nira-se Ideas which have hitherto 
been only felt by ihe Instinctive Taste of Designers. By J. B. 
RoRiNsoN, Architect. With 300 Illustrations of Ancient and ' 
Modern Puildings in elucidation of the points dealt with. 
f^rge Sjw, (loth, gilt. &s. 6rf. net. 
THE PRINCIPLES OF PLANNING, By Percv L. Marks, 
Architect. With Notes on the Essential Features and Require- 
ments of Different Classes of Buildings. Illustrated by 150 
Plans, mainly of important modern Buildings. Second Editic 
revised and greatly enlarged. 

■■ It will be found t 'UftKCKi'ea'ol "Kful book on Iht fWa^tcl.'—Tlit tIrilUk Arrl,,;.,; 

Square Zpo, elolA, gilt. 6s. net. 
FARM BUILDINGS; THEIR CONSTRUCTION AND 
ARRANGEMENT. By A. Dudley Gierke, F.S.I. 3rd 
Edition, revised and much enlarged. With chapters on Cot- 
tages, Homesteads, Roofs, Sanitary Matters, &c. Containing 
51 Plates, and many other Illustrations. 

Adopted u Ihe texl-boak by ihe Suiveyors' Inslilulion. 1 

"Mr GsrVt^ h;<ndb9<A alhm bcu of in l.ii«l,--r*( 5-™,i.r. | 



IS 

3 vois.^ large joliOy strongly bound in btukram^ gilt, £1$ IS-^- «^^- 
MODERN OPERA-HOUSES AND THEATRES. Examples 
of Playhouses recently erected in Europe. With Descriptive 
Accounts, a Treatise on Theatre Planning and Construction, 
and Supplements on Stage Machinery, Theatre Fires, and Pro- 
tective Legislation. By Edwin O. Sachs, Architect. Complete 
in Three Grand Folio Volumes, containing over 200 large 
Folio Plates, reproduced in the best manner by Photo-litho- 
graphy, and some 600 Diagrams, interspersed in the 350 pages 
of Text. 

" Mr. Sachs has given us a work which most usefully and adequately fills a gap in architec* 
tural literature." — Tne British Architect. 

" The undertaking surpasses anything of the kind ever attempted in this country." 

^ M 1 ,j ',M A Th€ Building Neuji. 

Croivn ^to^ cloth^ gilt, 55. net, 

THE ST. LOUIS EXHIBITION, 1904. An Illustrated Account 
of the Exhibition and its Buildings. By H. Phillips Fletcher, 
F.R.I. B.A. Containing 43 full-page and smaller Illustrations of 
plans, sections, elevations, and details of construction of the 
various buildings. 

Demy Svo, clot/i, gilt. ys. 6d, net. 

THE PLANNING AND FITTING-UP OF CHEMICAL AND 
PHYSICAL LABORATORIES. With Notes on the Venti- 
lation, Warming, and Lighting of Schools. By T. H. Russell, 
M.A. Illustrated by 36 Plans of Laboratories, Working 
Drawings, Sketches, and Diagrams of Fittings and other Details. 

Square Svo, cloih^ gilt, *]s, 6d. 
STABLE BUILDING AND STABLE FIITING. A Treatise 
on the Planning, Arrangement, Construction, and Drainage of 
Stables. By Bvng Giraud, Architect. With 56 Plates and 
numerous Illustrations. 

2 vois.^ croztni Svo, clothe gilt. yj. bd. 
CONCRETE: ITS USE IN BUILDING. A Practical Hand- 
book dealing with Walls, Paving, Roofs, Floors, and other 
details of Concrete Construction. By Thos. Potter. Second 
Edition, greatly enlarged, containing 500 pages with 100 
Illustrations. 

2 vols.^ large 82V, cloth^ gilt. jQi 55. net. 
FACTS ON FIRE PREVENTION. An enquiry into the Fire- 
Resisting Qualities of various Materials and Systems of Con- 
struction, conducted by the British Fire Prevention Committee. 
Edited by Edwin O. Sachs, Architect, Author of " Modern 
Theatres." Containing Accounts of Tests of Floors, Ceilings, 
Partitions, Doors, Curtains, &c., with 100 full-page Plates, and 

many other Illustrations from Photographs and Drawings. 
An important contribution to the science of fire-protective construction. 

B. T. BATS FORD, 

PUBLISHER, 

94, High Holborn, Londoo. 




Imperial 8w, cloth, gill. ;^i ^s. net. 
MODERN SCHOOL BUILDINGS, Elementary AND SecondaKV. 

A Treatise on ihe Planning, Arrangement, and Filling of Day 
and Boarding Schools. With special chapters un the Treatment 
of Class-rooms, Lighting, Warming, Ventilation, and Sanitation, 
By Fklix Clav, B.A., Architect. Second Edition, revised 
and much enlarged, consisting of 560 pp., with 450 Illustrations 
of plans, perspective views, constructive details, and fittings. 

" Mr. Cby'i book ii u eminenllj pnclSal Dm, llJuimUil by aetnallr ticcnttd cianpta 
ll 11 full of YiluaUc inramUHn nntnlly nmnttd. ind Ihc >uih» ii (a be tongniDliiid on At 
produclion of t work which tJiAiLd &c Don take rsnk m Ibc bEaiitUfd avthoHty on Ul« uibjrct."— 
Tki AnhilatM>al Emim. 

Imperial %vo, cloth, gilt. 3 is. nrt. 
RESIDENTIAL FLATS OF ALL CLASSES, INCLUDING 
ARTISANS' DWELLINGS. A Practical Treatise on their 
Planning and Arrangement, together with chapters on their 
History, Financial Matters, Szc. By Sydney Perks, F.R.LB.A., 
P.A.S.I. Containing 300 pages, with a 16 Illustrations, including 
plans and views of important Examples by leading architects in 
England, the Continent, and America. 

""]1ie great nLunoErapb of the year figoil wan Mr, Perks' bviok on ibc pUniijni; of fljls— A 

Imperial 8w>, elalk, gilt. 2 1 s. net. 

PUBLIC BATHS AND WASH-HOUSES. A Treatise on ihcir 
Planning, Design, Arrangement, and Filling, ivith chapters on 
Turkish, Russian and other special Balhs, Public laundries, 
Engineering, Heating, Water Supply. &:c By A. W. S. Cross, 
M.A., F.R.I.B.A. Containing about 300 pages, with 274 Illus- 
trations of modem examples. 

Crou'n 4fo, cloth, gi/l. ijj. net. 

THE COUNTRY HOUSE. A practical Manual of the Planning 
and Construction of the American Country Hume and its 
Siuroundings. By C. E. Hooper. Wiih about 400 Illustra- 
tions, comprising Photographic Views, Plans, Constructive and 
Ornamental Details, &c. 

To those contemplalii^ the building oF a country 1iou^, ihii voiunic will 
lie of the utcBl«sl wivice. It contiiiu advice and hints on cverj csseniial 
point, including the Klerlion of Ihe Mie, the plAniiing and anangemem of 
ihi.' stt-itcture, the practicil details of consliuctioii and siniinfion, ilic 
dccoiition uf Ihc interior, and Ihe laying-tiul of ihe Kaiden. 

Imperial 4tc, cloth, gilt. j£i is. net. ^ 

A DOCK OF COUNTRY HOUSES. Coni "ng 6i " , ~ 
teproduced from Photographs and Drawings uf Pers nc ■ 
Views and Plans of a variety of executed examples, ran^.,.g in 
siie from a moderate-sized Suburban House to a fairly large 
Mansion. By Ehnest Nnwron, Arclutect. 

The homes illustmed ID this vokme have been fanned daiing: the taU ten 
jeais, and may be taken ai lepresentative of Ihe En|rliih Connirr Howe of 
the prescnl day, ThejroffermuchTatieiy in iheirsiie, IbeiiBlei, tbechanc- 
ler a( the mateiiah in which they aie consinicted, and iheir types of plan. 
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Demy ^to^ cloth, gilt. los. 6d, net. 

HOMES FOR THE COUNTRY. A Collection of Designs and 

Examples of recently executed works. By R. A. Briggs, Architect, 

F.R.I.B.A., Soane Medallist. Containing 48 full-page Plates of 

Exterior and Interior Views and Plans. With descriptive notes. 

" Every example given is an illustration of very considerable skill. The plans are all excel- 
lent — well devised on economical yet convenient lines, well lit, comfortable, and with every little 
point thought out ; while the elevations are pleasing without being extravagant. Such a book is 
admirable m its su^gestiveness, and useful to all." — T/u Architects Mmgazin*. 

Demy 4 to, cloth, gilt, 1 2s. td. 
BUNGALOWS AND COUNTRY RESIDENCES. A Series of 
Designs and Examples of executed Works. By R. A. Briggs, 
F.R.I.B.A. 5th and enlarged Edition, containing 47 Photo- 
lithographic Plates, with descriptive notes and particulars of cost. 

" Those who desire grace and originality in their suburban dwellings might take many a 
valuable hint from thi^ book." — The Times. 

Royal 4to, cloth, gilt. loj. 6d. net. 
MODERN COTTAGE ARCHITECTURE, illustrated from 
Works of well-known Architects. Edited, with an Essay on 
Cottage Building, and descriptive notes on the subjects, by 
Maurice B. Ai)am.s, F.R.I.B.A. Containing 50 Plates of 
Perspective Views and Plans of the best types of country cottages. 

" The cottages which Mr. Adams has selected would do credit to any estate in England." — 
The Architect. 

Imperial ^to, cloth, gilt. jQi is. net. 
HOUSES FOR THE WORKING CLASSES. Comprising 52 
Typical and Improved Plans, with Elevations, Details, &c., and 
Descriptive Text, including Notes on the Treatment and 
Planning of Small Houses. By S. W, Cran field and H. I 
Potter, AA.R.I.B.A. Second Edition, revised and enlarged. 

This book deals wiih Cottages suitable for the Working Classes iti 
Suburban and Rural Districts. The majority of the examples illustrated 
consist of two and three-storey dwellings, adapted to be built in pairs, 
groups, or terraces, and vary in cost from;Cl6o to £650. 

Royal 4to, cloth, gilt, js. 6d. net. 
MODERN HOUSING IN TOWN AND COUNTRY. Illustrated 
by examples of municipal and other schemes of Block 
Dwellings, Tenement Houses, Model Cottages and Villages, and 
the Garden City, together with Illustrations of the Cheap 
Cottages Exhibition. By James Cornes. With many Plans 
and Views from Drawings and Photographs. F'uU Descriptive 
Text and particulars of Cost, &c. 

Large 4/0, art linen, gilt. i6s. net. 
MODERN SUBURBAN HOUSES. A Series of Examples erected 
at Hampstead, Bickley, and in Surrey, from the designs of 
C. H. B. Quennkll, Architect Containing 44 Plates, con 
sisting of Exterior and Interior Views, reproduced from special 
photographs, and large-scale plans, from the author's drawings. 

B. T. BATS FORD, 

PUBLISHER, 

94, High Holborn, London. 
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Croum a,to, ehlh. ijj. &/. ntt. 
MODERN PRACTICAL CARPENTRY. For the use of Work- 
men, Builders, Architects, and Engineers. By George Elli.s, 
author of " Modern Practical Joinery," &c. Containing a ' " 
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iMrge 8w, cioth, giit. ^s. net. 

SCAFFOLDING: A Treatise on the Design and Erection of 
Scaffolds, Gantries, and Stagings, with an Account of the 
Appliances used in connection therewith, and a Chapter on 
the Legal Aspect of the Question. By A. G. H. ThaTchek, 
Surveyor. With r^fi Diagrams and 6 full-page Plates. 
Demy ^Ig, dolh. i Sj. >ut, 

PLASTERING— PLAIN AND DECORATIVE. A Pract 
Treatise on the Art and Craft of Plastering and Mode ^ 
Including full descriptions of the \'arious Tools, Matt s 
Processes, and Appliances employed, and important chapters c 
Concrete Work. By William Millar. With an Introductio 
by G. T. ROBIMSON, F.S.A., treating of the History of Ar 
Containing 600 pf^es of text, with 550 Illustrations. Thii 
Edition, revised and enlarged. 



■■ Constructing and Erecting Roofs, 
. Shoring, Centering, Stands and 
itioDS, Bridges, Gales, Tunnels, 
ilf-timber Houses, and various 
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lii. bd. net. 

:RY. a Treatise on the Practice 

d Machine. By Gf.orge Ellis. 

1 of Hand-tools and their Uses, 

,- - id Appliances, the Preparation of 

, Bdnk, Office, Church, Museum and 

a. ind Shaped Work. With concise 

d Hand-railing, and a Glossary of 

:,ooo practical Illustrations. 

t ot thf firn-h>nd ptaclicml Bupmence of in 



19 

Large crown 8w, cloth^ gilt. los. net, 
BUILDING MATERIALS: their Nature, Properties, and 
Manufacture. A Text-book for Students. By G. A. T. 
MiDDLETON, Architect, A.R.I.B.A., Author of "Stresses and 
Thrusts," " Drainage,'* &c. Containing 450 pages of Text, with 
200 Illustrations from specially prepared drawings, and 1 2 full- 
page Photographic Plates. 

This work contains a risumt of the latest and most reliable information on 
the subject, presented in a clear and concise way. 

Crown S1J0, c/otA, gilt, 31. 
BUILDING CONSTRUCTION AND DRAWING. A Text- 

BOOK ON THE PRINCIPLES AND DETAILS OF MODERN CON- 
STRUCTION. For the Use of Students and Practical Men. 
By Charles F. Mitchell, assisted by George A. Mitchell, 
Lecturers on Building Construction at the Polytechnic Institute, 
London, First Stage or Elementary Course. 7th Edition 
(70th Thousand), revised and greatly enlarged. Containing 
470 pages of Text, with 1,100 Illustrations, fully dimensioned. 

" The book is a model of clearness and compression, well written and admirably illu>iraied, 
and ought to be in the hands of e%'ery student of building construction." — The BuiUicr. 

Crmvn Svo, cloth^ gilt. 55. 6d. 
BUILDING CONSTRUCTION. A Text-book on thk Prin- 
ciples and Details of Modern Construction. By Chaklks 
F. Mitchell, assisted by George A. Mitchell. (Advanckd 
AND Honours Courses.) For the use of Students preparing 
for the Examinations of the Board of Education, the Royal 
Institute of British Architects, the Surveyors' Institution, the 
City Guilds, &c., and for those engaged in building. C'ontaining 
800 pages of Text, with over 750 Illustrations, fully dimensioned. 
5th Edition (33rd Thousand), thoroughly revised and much 
enlarged. 

"Mr. Mitchell's two books form unquestionably the best guide which nny student can 
obtain at the present moment. In fact, so far as it is possible for anyone to compile a satisfactory 
treatise on building construction, Mr. Mitchell has performed the task as well as it can be 
performed. " — The BuiUier. 

Craiun Svo^ cioth^ gilt, ^s, 
BRICKWORK AND MASONRY. A Practical Textbook for 
Students and those engaged in the Design and Execution of 
Structures in Brick and Stone By Ch.arles F. Mitchell, 
assisted by George A. Mitchell. Being a thoroughly revised 
and remodelled edition of the chapters on these subjects from 
the authors' " Elementary " and " Advanced Building Construc- 
tion," with special additional chapters and new illustrations. 
400 pp., with about 600 Illustrations (fully dimensioned), 
including numerous full and double-page Plates. 

" Regarded in its entirety, this is a most valuable work. It is not a treatise, a^^ the term i'; 
generally understood, but a compendium of useful information admirably collated ami well 
illustrated, and as such has a distinct sphere of usefulness." — The BniUier. 

P. T. BATSFORl), 

I'Ui:LIS»iKR, 

94, High Holborn, London. 




Laigf Ihuk 8w>, dolk, gtlt. i8r. net. 
BUILDING SPECIFICATIONS for the us<; of Architects, 
Surveyors, Builders, S:c. Comprising the complete Specification 
of 3 large House, with Stables, Conservatory, 5;c. ; also numerous 
Clauses relatii isses of Buildings, and Practical 

Notes on all ions. By John Lf.aning, F.S.I., 

Auihor of " Ql 5," &c. Containing 630 pages of 

Text, with 1 40 1 le most comprehensive, systematic, 

and practical treai''' bject. 

■fcuil. Md in dnlinl wilh i ^.m ™— r*! ,«r(JfiM. "" * ' """""^ 

h, gilt. 41. 5rf. 
TREATISE ON \ND UNDERPINNING, and 

generally dealir.^ us Structures, By C. H. STOCK. 

Third Edition, revisea ana enlarged by F. R, Farrow, 
F.R.I.B.A. With 40 clear and practical Illustrations. 

Crewn %V0, cloth, gill. 4J. 6rf. tut. 
STRESSES AND THRUSTS. A Tent-book on iheir Determi- 
nation in Constructional Work, with Examples of the Design of 
Girders and Roofs, for the use of Students. By G. A. T. 
A.R.I.B.A. Third Edition, thoroughly revised 



and much enlarged. 
Folding Plates. 



illustrative Diagrams and 
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Uh, gill. 3f. Htf. 
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■ppnciiii uid ■pply ih= principlt 

THE ELEMENTARY i? 
Specially prepared iw 
Examinations in Built... .^ 

Machine Construction and Drawing, Sic., of the Board of 
Education. By Edward Hardy, Teacher of Building Con- 
struction. Illustrated by 150 clear Diagrams. 



Small Sit>. cleih, gilt. is. dd. net, 
THE CONDUCT OF BUILDING WORK AND THE I TIE 
OF A CLERK OF WORKS. A Handy Guide 1 'he 
Superintendenceof Building Operations. By J. Leaning, .1. 
Second Edition, revised and enlarged. 
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Large crown SvOy cloth^ gilt, 75. (id, net, 

HOW TO ESTIMATE : or the Analysis of Builders' 
Prices. A Complete Guide to the Practice of Estimating, 
and a Reference Book of the most reliable Building Prices. 
By John T. Rea, F.S.I., Surveyor, War Department. 
With typical examples in each trade, and a large amount of 
useful information for the guidance of Estimators, including 
thousands of prices. Second Edition, thoroughly revised and 
much enlarged. 

" Here at last is a book that can be confidently recommended a.^ a comprehensive, practical, 
trustworthy, cheap, and really modern book on <»ti mating. The book is excellent in plan, 
thorough in execution, clear in exposition, and will be a boon alike to the raw student and to 
the experienced estimator. For the former it will be an invaluable instructor ; for the 
latter a trustworthy remembrancer and an indispensable work of reference." — The Bui/ding 
World. 

Crown Svo, cloth, gilt, 45. 6d. net. 

ESTIMATING. A Method of Pricing Builders' Quantities for 
Competitive Work, without the use of a Price Book. By 
George Stephenson. 5th Edition, the Prices carefully revised. 

" Mr. Stephenson has succeeded in removing many of the difficulties in this branch of hi^ 
profession, and anyone who has mastered this little book will be enabled to price a bill of 
quantities without recourse to his Laxton."— TA^ BuiUiing Nrtvs. 

Croivn SvOy cloth, gilt. 31. net, 

REPAIRS: HOW TO MEASURE AND VALUE THEM. A 
Handbook for the use of Builders, Decorators, &c. By the 
Author of " Estimating." 4th Edition, revised to date. 

" ' Repairs' is a very serviceable handbook on the subject. The author proceeds, from the 
top floor downwards, to show how to value the items, by a method of framing the estimate in the 
measuring book. The modus operandi is simple and soon learnt." — Tht Building News. 

Large craian Svo, cloth, gilt, 55. net, 

GASFITTING. A Practical Handbook relating to the Distribution 
of Gas in Service Pipes, the Use of Coal Gas, and the best 
Means of Economising Gas from Main to Burner. By Walter 
Grafton, F.C.S., Chemist at the Beckton Works of the Gas 
Light and Coke Co. With 143 Illustrations. 

" The author is a recognised authority upon the subject of gas-liehting, and gas>fitters and 
others who intend to study gas-fitting in practical detail will find the oook most serviceable." — 
TAe Builder. 

Large Zvo, cloth, gilt. 45. 6d, net, 

THE DRAINAGE OF TOWN AND COUNTRY HOUSES. 
A Practical Account of Modern Sanitary Arrangements and 
Fittings. By G. A. T. Middleton, A.R.I.B.A. With full 
particulars of the latest fittings and arrangements, and a special 
chapter on the Disposal of Sewage on a small scale, including 
an account of the Bacterial Method. Illustrated by 87 Diagrams 
and 6 Plates. 

15. T. B.VTSFORD, 

rUHLISIlEK, 

94, High Holborn, London. 




Thick royal &vo, ciolh, gilt, i is. 6d. 
THE PLUMBER AND SANITARY HOUSES. A Practical 
Treatise on the Principles of Internal Plumbing Work ; or the 
best means for effectually excluding Noxious Gases from our 
Houses. By S. Stevens Hellver, 6th Edition, revised and 
enlarged. With 30 Plates, and 26; Woodcut Illustrations. 

"The b«i iruiiM ealitiDC on Pnciical Pluint^nj;."^7'4f Bn./^r. 

" Thn «oik ii »n cihiuiiivt it™ii« on ihc .uhjtci of Haii« Siniuiion. compriiing iJi iKu 

Large thick &vo, ciolh, giit jQi 1 3S. net. 
SANITARY ENGINEERING. A Compendium of the latest and 
most rehable information on Sanitary Science in all its branches. 
By Colonel E, C. S. Moore, R.E., M.S.I. Second Edition, 
thoroughly revised and greatly enlarged. Containing 830 pp. of 
Text, with 85o Illustrations, including 9? large Folding Plates. 



l( itancyckopjbdk. And ihould Inke itt place As lU 






Large ive, cloth, gilt. 6s. net. 
WATERAVORKS DISTRIBUTION, A Practical Guide to the 
Laying Out of Systems of distributing Mains for the Supply uf 
Water to Cities and Towns. By J, A. McPhskson, A.M.Inst. 
C.E. Fully illustrated by laa Diagrams. 

n»n/^d tTotli! on "J™pp'y."— ™'^^"'»'5«'. '' ' *" * ' "°™^ 

Large 8w, cloth, y. 6d. net. 

TECHNICAL PLUMBING. A Handbook for Students and 
Practical Men. By S. Barlow Bennett, Lecturer on Sanitary 
Engineering to the Durham County Council. Second Edition, 
revised, with about 500 Illustrations. 
Umal I pocket size, leather, is. dd. net, or in celluloid case a.t. net. 

CLARKE'S POCKET-BOOK OF TABLES AND MEMO 
RANDA FOR PLUMBERS, BUILDERS. SANITARY 
AND ELECTRICAL ENGINEERS, &c. By J. Weight 
Clarke, M.S.I. With a new Section of Etectrical Memoranda 
and Formulas. Entirely New and Revised Edition. 

h* doM o'fool r'ul..''-r** f(-«,*n- ««rf aKOni/w. 
S.iwilKry JtKtrd. 

Large Svo, elotk, gilt. 51. net. 
PRACTICAL SCIENCE FOR PLUMBERS. By J. Wriciit 
Clarkk. Treating of Physics, Metals, Hydraulics, Heat, 
Temperature, &c., and their application to the problems of 
practical work. With about 20 



^v 
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Crown ZvOy doth^ gilt, ^s, 6d, net 

PUMPS : THEIR PRINCIPLES AND CONSTRUCTION 
A Series of Lectures delivered at the Regent Street Polytechnic, 
London. By J. Wright Clarke, Author of "Plumbing 
Practice." With 73 Illustrations. Second Edition, thoroughly 
revised, with all the Illustrations specially re-drawn.. 

Crmvn Svo, cloth^ gilt, 2s, 

HYDRAULIC RAMS: THEIR PRINCIPLES AND CON- 
STRUCTION. By J. Wright Clarke, Author of " Pumps," 
" Plumbing Practice," &c. With results of Experiments carried 
out by the Author at the Regent Street Polytechnic and in 
various parts of the Country, illustrated by 36 Diagrams. 

Crown Svo, cloth^ gilt. 55. net, 

ARCHITECTURAL HYGIENE, or Sanitary Science as applied 
to Building. By Banister V. Fletcher, F.R.I.B.A., F.S.I., 
and H. Phillips Fletcher, F.R.I.B.A., F.S.I. Second Edition, 
revised. With upwards of 300 Illustrations. 

Royal Zvo^ cloth ^ gilt. 151. net. 

CONDITIONS OF CONTRACT relating to Building Works. 
By Fra.nk W. Macev, Architect. Revised, as to the strictly 
legal matter, by B. J. Leverson, Barrister-at-Law. 

PROFESSOR BANISTER FLETCHER'S VALUABLE TEXT- 
BOOKS FOR ARCHITECTS AND SURVEYORS. 

Arranged in Tabulated Form and fully indexed for ready reference. 

Craivn Svo^ cloth^ gilt. yj. 6^. 

QUANTITIES. A Text-book explanatory of the Best Methods 
adopted in the Measurement and Valuation of Builders' Work. 
7th Edition, revised throughout and much improved by H. 
Phillips Fletchkr, F.R.I. B.A., F.S.I. With special chapters 
on Cubing, Priced Schedules, Grouping, the Law, &c., and 
a typical example of the complete Taking-off, Abstracting, and 
Billing in all Trades. Containing about 450 pages, with 10 
folding Plates and 1 00 other Diagrams in the Text. 

" It is no doubt the best work on the subject extant."— ^7*A« Builder. 

"We compliment Mr. Philhps Fletcher on his revision, and on the accuracy of the book 
generally." — Tfu Surveyor. 

" .\ safe, comprehen<iive. and concise text-book on an important technical subject. We 
imaj;ine few surveyors' or architects' shelves will be without it." — The British Architect. 

*' One of the most complete works upon the subject. Of great assistance to students." — The 
BuiLier's Jounud. 

" .A good treatise by a competent master of the subject." — The Building News. 

B. T. BATSFORD, 

PUBLISHER, 

94, High Holborn, London. 




PROFESSOR BANISTER FLETCHER'S VALUABLE TEXT- 
BOOKS FOR ARCHITECTS AND SURVEYORS. 

Arranged in TAbulated Form and fully indexed for ready reference. 
The New Editions, Rkvisku and Brought up to Date 

By liANISTER F. FLETCHER, F.R.I. R.A., F.S.I.. and 
II. I'UILLIl'S FLETCHER. F.R.I-B.A_, F.S-I., Barrisicr-al-Law, 
Crown ivo, uniformly bound in doth, gilt, 6s. (td. etuh. 
LONDON BUILDING ACTS, 1894-1905. A Text-book 011 the 
Law relating lo Building in the Metropolis. Containing the 
Acts in exttnso, the By-laws and Regulations now in force, 
notes on the Acts, and reports of the principal cases. Foiinh 
Edition, revised. Illustrated by 23 Coloured Plates. Including 
the full text of the Amendment Act of 1905, with a Noie 
explaining its efl'ect on new and existing buildings. 

•■^ It is TMf u.w Of fluiioiKC roi. \j,voos in ob« voLUHt"- /*i A'cMkc. 

DILAPIDATIONS. A Text-book on the I^w and Practice. 6lh 
Edition, thoroughly revised and enlarged, with the addition uf 
all the most recent Acts and a large number of Legal Decisions, 
including a chapter on Fixtures. 

"An Kirclkni compendium on Iht law ud pixiice on Ihc )ul>j«i. '-r*^ BwiMir. 

LIGHT AND AIR. With Methods of Estimating Injuries, Reports 
of most recent Cases, &c. Illustrated by 27 Coloured Plates. 
4th Edition, revised and enlarged, with an Appendix containing 
a resume of the House of Lords' decision in the case of " Colls 
I'. Home and Colonial Stores." 

VALUATIONS AND COMPENSATIONS. A Text-book on 
ihe Practice of Valuing Property, and the Law of Compen- 
sation in relation thereto. Third Edition revised and enlarged. 
With an Appendix of Forms of Precedents and an extensive 
series of Valuation Tables. 

-Vtry ukM m nudtnlJ pctjamg f« iht riamlna.isn of i>>c Sutvtywj' ln«iiui>M,'- 
Thi SMiv€ytr. 

" A complete guide To valuine Und wid houfu for mongAfe. rrnlijig. or invrtfinriir, >t wtEJ 

Iwdin or companictr Tb* uble« CdnuinKl io ihv Appcndiii arc ctpeciAlJy ratujiUk, ind ih«re i» 

Crown 81W, doili, gilt. 51. ftd. 
ARBITRATIONS. A Text-book for Arbitrators, Umpires, and all 
connected with Arbitrations, more especially Architects, En- 
gineers, and Surveyors, in tabulated form, with the chief cases 
governing the same, and an Appendix of Forms, Statutes, 
Rules, &c. Third Edition, revised and largely te-wrilten. 

" Eipecidly UKrnl 10 younfl inrveyonu a compendjum oT ihe hnowledEe which profcuiflnsJ 
cjipEfifncc givei in moFc cvncrcrc form and with inftniie vaiiciy or deiail," — T/u Sitntftr, 

B. T. BATSFORD. Pubiisher,~94rHigh Holborn, London. 
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